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To  Diller  Luther,  M.  D., 

General  Agent  and  Secretary  of  the  Board  of 

Public  Charities  of  Pennsylvania  : 

Sir: — The  Board  of  Trustees  of  the  Pennsylvania  State  Lunatic  Hos¬ 
pital  have  the  honor  to  lay  before  you  a  statement  of  the  affairs  of  the 
Institution  for  the  year  ending  September  30th,  187G. 

The  number  of  patients  admitted  was  167 — males,  97 ;  females,  70. 

The  number  discharged  during  the  same  period  was  167 — males.  96  ; 
females,  71;  of  whom  38  were  restored;  41  improved;  55  stationary, 
and  33  died. 

The  number  in  the  Hospital  on  September  30th,  1876,  was  416 — 
males,  220;  females,  196. 

In  the  original  construction  of  this  Hospital,  the  material  used  was 
so  inferior  and  defective,  the  manner  in  which  that  material  was  put  to¬ 
gether  was  so  careless,  and  so  many  defects  of  arrangement  were  found, 
that  a  statement  of  some  of  these  seems  needed  at  this  time  to  give  clear 
and  distinct  impressions  of  some  of  the  difficulties  with  which  the  Trus¬ 
tees  have  been  compelled  to  contend,  in  order  to  place  this  Hospital  in 
such  a  condition  as  to  make  it  comfortable  for  the  inmates. 

It  was  discovered  at  a  very  early  day,  that  the  outer  foundations  under 
the  wings  were  only  about  three  feet  deep,  and  very  carelessly  put  together ; 
that  not  more  than  three  feet  of  an  excavation  had  been  made  under 
the  rooms  on  the  ground  floor,  with  no  outlet  so  as  to  give  free  circula¬ 
tion  of  air.  From  this  latter  defect  the  dry  rot  soon  appeared  in  many 
of  the  floors  of  the  lower  story,  which  compelled  the  excavation  of  the 
ground  to  a  depth  which  would  allow  a  free  passage  from  one  end  of 
the  wings  to  the  other,  and  enable  openings  to  be  made  at  different 
points  for  the  introduction  and  circulation  of  fresh  air. 

Even  at  the  present  time,  after  all  this  labor  and  expense,  these  pas¬ 
sages  are  not  of  such  a  depth  as  to  allow  a  man  of  ordinary  height  to 
walk  uprightly  in  them.  These  excavations  also  involved  the  necessity 
of  putting  additional  foundations  under  the  outer  walls,  so  as  to  carry 
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tliem  down  to  the  depth  of  the  interior  passages  under  the  rooms, 
and  where  this  could  not  well  be  done,  a  strong  wall  was  built  up  so  as 
to  give  support  on  the  interior  side. 

The  lumber  used  in  the  interior  wood  work,  as  doors,  windows,  &c., 
was  so  wet  and  unseasoned,  when  first  worked  and  put  in,  that  the  heat 
very  soon  caused  it  to  shrink  so  that  many  of  the  doors  required  to  be 
taken  apart  and  be  pieced  and  spliced  so  as  to  put  them  in  condition  to 
keep  the  rooms  closed,  and  there  was  not  a  properly  constructed  door 
frame  in  any  room  in  the  original  building. 

In  the  windows  so  much  space  was  left  between  the  upper  iron  sash 
and  the  lower  wooden  sash,  that  it  was  necessary  to  have  a  piece  of 
wood  fastened  to  the  iron  sash  to  prevent  the  stream  of  cold  air  from 
passing  into  the  room  so  freely  as  it  did  in  nearly  all  the  rooms,  more 
than  sufficient  to  counterbalance  the  warm  air  from  the  heated  air- 
chamber. 

The  window-guards  to  the  windows  were  of  the  most  flimsy  and  im¬ 
perfect  character;  so  that  they  had  to  be  removed,  and  stronger  and 
better  substituted  at  the  earliest  possible  day.  The  flues  for  the  intro¬ 
duction  of  the  warm  air  into  the  rooms  and  into  the  halls  were  so  in¬ 
sufficient,  and  so  miserably  constructed,  that  it  was  necessary  at  the  very 
commencement  to  construct  new  flues  in  the  halls,  and  alter  those  in  the 
rooms  as  well  as  could  be  done.  In  the  centre  building  no  flues  had 
been  constructed  in  the  rooms  at  all,  so  that  it  was  necessary  to  arrange 
in  all  the  rooms  for  some  mode  of  introducing  warm  air  and  removing 
vitiated  air. 

In  every  part  of  the  building  it  was  found,  that  wherever  it  was  pos¬ 
sible  to  do  so,  the  contractor,  who  was  also  the  architect,  had  slighted 
the  work  in  every  way.  The  idea  of  the  architect  and  contractor  seemed 
to  be  to  put  up  a  building  with  the  general  superficial  appearance  of 
being  a  good  structure,  which  would  combine  as  few  of  the  essential  re¬ 
quisites  of  a  properly  arranged  and  constructed  hospital  for  the  insane 
as  could  be  dispensed  with  without  attracting  too  much  attention  in  the 
ordinary  observer.  Not  only  in  the  wards  but  in  every  part  of  the  build¬ 
ing,  the  same  defects  were  to  be  found,  so  that  from  the  day  the  build¬ 
ing  was  placed  in  the  hands  of  the  Trustees  to  the  present  date,  it  has 
been  one  constant  source  of  trouble,  annoyance  and  expense ;  illustrating 
in  the  most  forcible  manner  the  folly,  imprudence  and  extravagance  of  the 
erection  of  a  cheap  building  for  a  hospital  for  the  insane.  Such  a  hos¬ 
pital  should  be  constructed  in  a  plain,  but  most  thorough  and  substantial 
manner,  with  every  appliance  for  its  proper  management,  and  every 
convenience  for  the  comfort  of  the  inmates  which  the  science,  experience 
and  philanthropy  of  the  age  has  devised:  and  no  expense  which  may  be 
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necessary  to  effect  that  object  can  ever  be  considered  improper,  or  a 
misapplication  of  the  funds  of  the  Commonwealth.  A  hospital,  con¬ 
structed  on  the  cheap  plan,  can  never,  with  all  the  money  expended  on 
it  afterwards  for  alterations  and  improvements,  be  made  what  it  should 
really  be ;  while  a  hospital  constructed  with  a  view  to  true  economy,  of 
the  best  materials,  put  together  in  the  most  careful  and  substantial  man¬ 
ner,  with  all  the  appliances  which  experience  has  shown  to  be  necessary, 
and  indeed  essential,  to  its  satisfactory  management,  will  require  very 
little  repair,  and  can  always  be  kept  in  good  condition  with  very  little 
cost. 

The  whole  amount  of  appropriations  for  the  construction  of  this 
Hospital,  and  the  out-buildings  and  improvements  of  different  kinds, 
from  1848  to  1876  inclusive,  was  three  hundred  and  thirty  one  thous¬ 
and,  one  hundred  and  ten  dollars,  ($331,110);  and  the  whole  amount 
appropriated  for  the  support  of  the  institution,  part  of  which  was  used 
from  necessity  in  each  year  for  indispensable  repairs  and  alterations  for 
which  no  appropriation  had  been  made,  was  four  hundred  and  ninety- 
nine  thousand  dollars,  ($499,000.) 

Every  effort  has  been  made  during  the  year  just  closed,  to  place  the 
finances  of  the  Hospital  in  the  best  possible  condition. 

The  whole  indebtedness,  as  appears  from  the  books  of  the  institution, 
on  September  30th,  1876;  was  $12,287  64.  After  careful  examination 
of  all  the  accounts  due  to  the  Hospital,  it  is  hoped  that  during  the  coming 
year,  there  may  be  collected  about  $6,000.  To  pay  our  indebtedness  it 
will  be  seen  that  it  will  require  $12,287  64;  but  an  appropriation  to 
meet  this  indebtedness,  is  asked  for  $6,000 ;  and  lest  collections  should 
not  be  made  as  we  hope,  and  to  meet  contingencies,  an  additional  sum 
of  $6,000,  is  also  required.  These  appropriations  are  requested  in  this 
form,  to  meet  the  suggestions  of  the  Board  of  Charities,  at  a  conference 
with  the  Trustees  of  the  Hospital,  on  the  25th  of  September  last. 

With  the  regular  collections  of  each  quarter  from  the  board,  &c.,  of 
the  inmates,  and  the  appropriation  received  from  the  State,  the  Institu¬ 
tion  will  be  able  to  meet  all  its  ordinary  liabilities. 

The  Trustees  are  anxious  to  place  the  Hospital,  and  keep  it,  in  all 
respects,  in  the  very  best  condition,  and  to  provide  all  those  appliances 
and  comforts  in  the  construction  of  the  building,  and  in  the  furniture, 
and  fixtures,  which  will  render  it  as  pleasant  and  as  homelike  as  it  can 
be  made ;  and  to  enable  them  to  do  this,  they  believe  that  the  amount  of 
money  which  they  have,  after  careful  consideration,  named  as  sufficient 
for  the  purpose,  would  be  no  more  than  essential,  when  judiciously  ex¬ 
pended,  to  accomplish  the  purposes  designated. 

For  the  economical  administration  of  the  Hospital,  an  appropriation 
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of  thirty  thousand  dollars,  ($30,000,)  for  the  support  of  the  institution ; 
and  twenty  thousand  dollars  ($20,000)  for  necessary  repairs,  improve¬ 
ments  and  furniture,  will  be  required  for  the  year  1877 ;  and  thirty 
thousand  dollars  ($30,000)  for  the  support  of  the  institution ;  and 
twenty  thousand  dollars  ($20,000)  for  necessary  repairs  and  improve¬ 
ments  &c.,  for  1878. 

By  reference  to  the  accounts  of  the  Treasurer  it  will  be  seen  that  the 
receipts  of  the  Hospital  from  all  sources  during  the  year,  have  been 
$112,684  62;  and  the  payments  have  been  $112,666  63. 

For  the  past  year  the  health  of  the  inmates  of  the  Hospital  has  been 
uniformly  good,  with  the  exception  of  those  diseases  which  may  have 
caused  the  mental  aberration. 

For  a  detailed  statement  of  the  general  operations  of  the  Hospital, 
the  Trustees  would  refer  to  the  accompanying  report  of  the  Superinten¬ 
dent  and  Physician. 

In  concluding  their  report,  the  Trustees  feel  it  incumbent  on  them  to 
bear  witness  to  the  faithful,  conscientious,  and  humane  manner  in  which 
t  he  Superintendent  and  his  Assistants  have  performed  their  respective 
duties  to  t lie  unfortunate  inmates  of  the  Hospital;  and  they  respect¬ 
fully  commend  it  to  the  benevolent  care  of  the  authorities  of  the  Com¬ 
monwealth. 

JNO.  L.  ATLEE,  President. 

D.  W.  GROSS, 

HENRY  GILBERT, 

TRAILL  GREEN, 

WM.  CALDER, 

DANIEL  EPPLEY, 

HENRY  T.  DARLINGTON, 

R.  A.  LAMBERTON, 

JOHN  M.  POMEROY. 

State  Lunatic  Hospital, 

Harrisburg,  October  12 ,  187G. 


Jiqwvt  of  the  Superintendent* 


To  the  Trustees  oj  the  Pennsylvania  •State  Lunatic  Hospital: 

Gentlemen  :  The  first  patient  was  admitted  into  this  Hospital  on 
October  6,  1851,  and  during  the  twenty-five  years  which  have  inter¬ 
vened  between  that  date  and  October  1,  1876,  three  thousand  nine 
hundred  and  eighty-eight  patients  have  been  admitted,  and  three  thous¬ 
and  five  hundred  and  seventy-two  have  been  discharged;  and  of  these 
discharged,  eight  hundred  and  fifty-nine  have  been  restored,  eight  hun¬ 
dred  and  forty-seven  improved,  eleven  hundred  and  seventy-six  station¬ 
ary.  and  six  hundred  and  sixty-three  died. 

In  the  review  of  this  long  period,  and  in  considering  what  has  been 
done,  and  what  changes  have  occurred,  we  may  be  able  to  obtain  much 
which  may  be  valuable  in  guiding  us  to  a  more  correct  decision  in 
reference  to  many  matters  of  interest  and  importance,  much  to  aid  in 
the  relief  and  benefit  of  those  who  may,  in  the  future,  be  sent  to  the 
Hospital  for  care  and  treatment  ;  and  from  the  changes  which  have  been 
wrought,  to  draw  those  lessons  of  experience  and  wisdom  which  will 
better  fit  each  one  for  the  faithful  discharge  of  these  duties  which,  in 
the  future,  they  may  be  required  to  perform. 

Of  the  large  number  restored,  only  a  limited  number  had  subsequent 
attacks,  and  some  of  them  only  after  a  long  term  of  years,  while  the 
great  majority  remained  in  good  health,  and  were  able  to  discharge  their 
duties  in  the  several  spheres  in  which  they  were  placed,  and  were  useful 
citizens  and  members  of  society.  Nothing  is  more  gratifying  to  those 
in  charge  of  institutions  for  the  insane  than  the  fact  that  they  have  been 
instrumental  in  effecting  the  change  in  so  many  persons  out  of  the 
greatest  confusion  and  disorder,  or  the  deepest  gloom  and  distress,  to  the 
clear  and  unclouded  exercise  of  the  mental  powers,  with  the  attendant 
happiness,  cheerfulness  and  ability  to  enter  again  into  all  the  enjoyments 
and  employments  of  home  and  friends. 

Whatever  may  be  the  trials,  anxieties  and  perplexities  of  the  Super¬ 
intendent  and  Physician  of  a  hospital  for  the  insane — and  no  one  who 
has  borne  them  for  a  term  of  years  will  deny  that,  at  times,  they  press 
very  heavily — a  compensation  is  provided  in  the  pleasure  and  privilege 
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of  seeing  so  many  restored  to  their  right  minds,  and  who  so  willingly 
and  cordially  cheer  and  encourage  him  by  their  kind  words  and  grateful 
remembrance. 

It  will  be  seen,  by  reference  to  the  tables,  that  a  very  large  propor¬ 
tion  of  those  sent  to  the  hospital  for  treatment  had  been  insane  for  so 
long  a  period  that  very  little  benefit  could  he  expected  from  any  course 
of  treatment  directed  to  their  restoration  to  sound  mind.  The  larger 
portion  of  them  had  been  kept  at  home,  in  the  hope  that  the  mental 
disorder  would  disappear  of  itself,  or  wear  itself  out,  as  the  idea  was, 
and  is  yet,  too  generally  prevalent  that  insanity  was  simply  some  change 
of  the  mental  faculties,  and  needed  no  special  care  and  treatment.  But 
after  a  shorter  or  longer  period  of  trial  in  the  hospital,  very  many  were 
removed  by  their  friends  or  by  those  having  them  in  charge,  and  a 
large  number  died,  so  that  all  those  marked  stationary  in  the  tables,  and 
a  majority  of  those  who  died  were  from  this  class,  who  had  never  had, 
at  the  proper  time,  the  advantage  of  any  hospital  treatment,  owing  to 
the  neglect  or  prejudice  of  those  in  whose  care  they  were. 

Of  the  large  number  marked  improved,  many  would  undoubtedly  have 
been  in  time  entirely  restored, t  if  those  who  had  the  immediate  care  of 
them  had  been  willing  to  listen  to  the  advice  of  the  physician,  and 
allowed  them  to  remain  for  a  longer  period  under  treatment  in  the  institu¬ 
tion  ;  but  too  often  the  friends  yielded  to  the  entreaties  of  the  patient  to 
be  taken  home  because  they  felt  so  well  and  appeared  so  much  like  them¬ 
selves,  disregarding  the  caution  and  advice  of  the  physician  who  urged  that 
they  had  just  reached  that  critical  period  of  convalescence,  when  special 
care  was  needed  to  keep  off  all  improper  influences,  and  to  lead  them 
forward  to  full  mental  health.  Jt  must  be  constantly  borne  in  mind 
that  all  disorders  of  the  mind  have  their  origin  in  some  disease  or  dis¬ 
ordered  condition  of  the  brain  and  nervous  system ;  and  while  many  of 
these  disordered  conditions  are  undoubtedly  to  be  traced  to  diseases  of 
other  organs  acting  sympathetically  on  the  brain,  in  others  there  is  just 
sufficient  disordered  condition  of  the  brain  to  require  prompt  and  care¬ 
ful  treatment,  so  as  to  prevent  that  condition  passing  into  some  disease 
which  will  prevent  restoration  to  the  full  healthy  exercise  of  the  mental 
faculties. 

That  portion  of  the  brain  on  which  it  is  genorally  believed  that  the 
manifestations  of  the  mind  depend  is  composed  of  such  delicately  con¬ 
structed  parts  that  it  is  very  soon  injured  by  disease,  and  on  this  account 
it  becomes  so  important  on  the  very  earliest  appearances  of  any  disor¬ 
dered  action  of  the  mind  to  trace  out  at  once,  so  far  as  it  can  possibly 
be  done,  the  origin  and  cause  of  this  disordered  action,  and  seek  to 
remove  them  promptly;  for  every  day’s  delay  adds  to  the  risk  of  injury 
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to  the  delicate  organization  of  the  parts  involved ;  and,  of  course,  the 
longer  the  delay,  the  greater  the  probability  that  serious  injury  may  be 
done  to  those  parts. 

Then,  when  the  cause  has  been  discovered,  and  proper  treatment  has 
been  resorted  to,  and  the  disordered  condition  so  far  removed  that  the 
unhealthy  manifestations  of  mind  are  corrected,  and  the  person  is  re¬ 
gaining  the  normal  mental  state,  it  is  equally  important  to  use  the  utmost 
care  and  caution  to  avoid  everything  which  may  have  a  disturbing  influence, 
and  give  rise  to  any  over  exertion  or  undue  excitement  which  would 
impair  the  weakened  condition  of  those  parts.  It  is  a  matter  of  daily 
observation  and  experience  that  when  any  organ  of  the  body  has  been 
suffering  from  disease  or  injury,  it  requires  a  long  period  often  before 
the  injured  part  can  be  so  restored  and  strengthened  as  to  bear,  without 
risk  what  it  had  been  previously  been  accustomed  to  bear  without  any 
perceptible  impression.  Bearing  these  facts  in  mind,  it  is  easy  to  un¬ 
derstand  why  physicians  insist  so  strenuously  on  careful  attention  to 
proper  treatment  in  the  earliest  stages  of  any  mental  disorder,  because 
they  know  how  quickly  and  how  easily  the  delicate  structure  of  the 
brain  and  nervous  system  can  be  injured  ;  and  if  any  irritation  or  disease 
be  allowed  to  progress,  a  condition  will  be  established  which  no  human 
means  can  relieve  or  remove. 

On  the  other  hand,  it  must  be  equally  evident  why  they  insist  so 
urgently  on  the  greatest  care  and  prudence  in  the  convalescence  from 
any  mental  disorder,  for  they  are  fully  sensible,  by  painful  experience, 
how  delicate  the  parts  now  freed  from  disease  are,  and  how  important 
it  is  to  strengthen  them  and  put  them  in  sound  healthy  condition  before 
exposing  them  to  any  action  which  may  tend  to  cause  irritation  or  im¬ 
proper  and  unhealthy  states.  Persons  who  will  admit  the  necessity  of 
great  caution  after  an  attack  of  inflammation  of  the  lungs,  that  the 
individual  should  not  be  exposed  to  these  variations  of  temperature 
which  might  cause  a  return  of  the  inflammation,  and  produce  serious 
injury  or  fatal  results,  or  who  would  hesitate  to  use  a  limb  which  had 
been  broken  so  soon  as  the  surgeon  saw  proper  to  remove  the  splints,  do 
not  seem  to  have  any  reluctance  in  insisting  that  there  is  no  need  of  so 
much  caution  in  those  who  are  just  recovering  from  some  mental  disor¬ 
der,  forgetting  or  totally  ignoring  the  fact  that  the  structure  of  the 
brain  is  even  more  delicate  than  the  lungs  or  the  limbs,  and  that  con¬ 
sequently  much  greater  caution  and  a  longer  period  of  rest  is  needed 
to  fully  restore  a  brain  which  has  been  affected  in  an  unhealthy  man¬ 
ner. 

People  are  not  yet  willing  in  a  great  number  of  cases  to  admit  that 
mental  disorder  is  a  diseased  condition  which  can  only  be  removed  or 


12 


STATE  LUNATIC  HOSPITAL. 


restored  by  the  judicious  employment  of  remedial  means,  clinging,  as 
so  many  do,  to  the  old  notion  that  the  wrong  ideas  entertained,  or  the 
unusual  conduct  manifested,  is  only  some  queer  fancy  which  will  disap¬ 
pear  after  a  time,  forgetting  all  the  while  that  no  effect  can  ever  arise 
without  a  cause,  and  that  for  the  effects  manifested  they  are  not  able, 
on  their  theory,  to  show  any  adequate  cause,  or,  in  other  words  that  the 
causes  they  assign  are  totally  inadequate  to  produce  such  extraordinary 
results. 

The  experience  of  the  medical  officers  of  this  Hospital  proves  that 
a  gradual  change  to  more  correct  and  enlightened  views  has  been  gradu¬ 
ally  going  on  on  this  subject,  and  that  many  more  recent  cases  are  now 
placed  under  medical  treatment  in  the  earliest  stages  of  the  disease  than 
formerly.  But  a  reluctance  and  hesitation  is  still  too  common,  among 
a  large  number,  to  avail  themselves  of  the  advantages  of  hospital  treat¬ 
ment,  owing  to  the  lingering  remains  of  old  prejudices ;  and  it  still 
requires  constant  instruction,  and  the  repetition  of  the  same  truths  from 
year  to  year,  so  that  each  succeeding  class  as  they  come  forward  may 
be  kept  advised  of  the  truth  in  relation  to  these  matters.  While  medi¬ 
cal  men  have  done  much  to  impress  the  truth  upon  the  minds  of  the 
community  at  large,  that  insanity  is  a  physical  disease,  and  that  for  its 
proper  treatment  and  restoration,  appropriate  medical  means  should  be 
used  at  the  earliest  period,  yet  much  has  been  done  in  limited  circles,  it 
is  true,  but  yet,  quite  effectively  in  these  circles  by  those  who  have 
themselves  suffered  and  been  restored  in  hospitals  by  urging  upon  all 
with  whom  they  may  come  in  contact,  not  to  delay  a  day  in  seeking  to 
avail  themselves  of  the  use  of  the  same  means  which  have  been  so 
beneficial  in  their  cases. 

Many  people  urge  the  trial  of  home  treatment,  and  its  continuance 
for  a  long  period,  but  in  the  great  majority  of  cases  this  is  of  no  avail 
for  the  reason  that  a  constant  residence  among  the  scenes  where  the 
trouble  originated,  and  where  the  cause  of  the  mental  disorder  exists 
will  only  serve  to  aggravate  the  disorder  once  established,  on  the  same 
principle  that  a  sore  on  the  foot  produced  by  a  badly  fitting  shoe  will 
not  be  cured  by  wearing  that  shoe,  but  only  by  removing  it,  keeping 
away  every  source  of  irritation  and  giving  the  part  rest  and  appropriate 
treatment. 

In  a  large  majority  of  cases,  the  removal  from  all  irritating  causes 
and  judicious  medical  and  hygenic  treatment  will  remove  the  disorder, 
but  it  is  of  the  greatest  importance  to  bear  in  mind  that  nervous  dis¬ 
eases.  and  particularly  disorders  of  the  mind,  are  not,  as  a  general  rule, 
speedily  removed,  because  depending,  as  they  most  frequently  do,  on  a  dis¬ 
ordered  condition  of  the  general  system  it  is  essential  that  that  should  be 
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brought  up  to  a  healthy  action  before  the  mind  can  regain  its  full  normal 
action,  and  just  here  too  often  comes  in  another  trouble. 

Patients  and  friends  become  dissatisfied  at  the  apparently  long  delay, 
and  just  when  the  important  period  of  improvement  and  convalescence 
has  been  reached,  they  insist  that  the  disease  has  been  removed,  and 
that  a  change  to  home  scenes  and  associations  will  more  speedily  restore 
the  patient,  than  the  continuance  in  the  Hospital.  While  this  may  be  so 
in  exceptional  cases,  the  great  majority,  for  the  reasons  before  assigned, 
from  the  weakness  of  the  diseased  parts,  and  their  liability  in  that  weak 
state,  to  be  injured  by  causes  which  would  not  affect  them  in  sound 
health,  do  not  experience  the  anticipated  advantage,  and  they  either  drag  on 
an  uncomfortable  course  of  life,  or  are  obliged  to  return  to  the  Hospital 
with  the  prospect  of  a  longer  sojourn,  or  too  often  with  a  settled  disease 
which  no  human  power  can  remove.  As  no  two  cases  of  mental  disor¬ 
der  are  alike,  in  all  respects,  in  their  causes  or  manifestations,  it  is  obvious 
that  what  is  applicable  to  one  case  may  not  be  equally  applicable  to 
another,  and  as  each  case  has  to  be  studied  and  treated  distinctly  and 
separately,  those  who  commit  their  friends  to  the  care  of  the  physician 
ought  to  continue  the  confidence  thus  shown  in  him,  until  he  is  able 
to  pronounce  the  patient  in  his  judgment,  founded  on  the  continued 
study  of  the  case,  entirely  restored.  None  have  ever  yet  regretted 
such  a  course,  while  a  large  number  have  expressed  bitter  regrets  that 
they  allowed  their  own  feelings,  rather  than  their  calm  judgment-,  to 
influence  them  in  opposition  to  the  physician’s  clearly  expressed  con¬ 
victions. 

Patients  are  often  brought  to  the  Hospital  whose  friends  insist  that 
the  manifestations  of  mental  disorder  are  quite  recent,  but  subsequent 
careful  inquiry  and  examination  reveal  the  fact  that  they  have  noticed 
changes  in  the  patient’s  conduct,  and  peculiarities  in  the  mental  action 
which  frequently  date  far  back,  often  for  years ;  and  the  friends  are  often 
greatly  disappointed  that  restoration  is  not  promptly  effected,  when  in 
reality  the  disease  or  disordered  condition  on  which  the  mental  disorder 
depended  had  passed  beyond  the  power  of  the  physician  to  remove,  be¬ 
fore  the  patient  was  placed  under  his  care.  In  this  way  many  of  these 
cases  which  appear  on  the  records  and  in  the  reports  of  hospitals  as 
recent,  are  really  chronic,  and  the  proportion  of  recent  cases  restored,  is 
from  this  cause  greatly  reduced.  The  friends  failed  to  notice,  or  were 
unwilling  to  believe  that  the  trifling  variations  from  the  healthy  mode 
of  thought,  the  peculiarities  of  conduct,  and  other  variations  from  the 
previous  habits  of  the  patient,  were  evidences  of  disease,  and  they  have 
allowed  these  to  go  on  until  some  period  of  excitement,  or  some  outburst 
of  violence,  attended  too  often  with  serious  results  to  others,  compelled 
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them  to  resort  to  some  restrictive  measures ;  and  they  are  even  then  re¬ 
luctant  to  believe  that  a  restoration  cannot  be  speedily  effected. 

While  it  is  true  that  “hope  springs  eternal  in  the  human  breast, ’’  it 
is  always  wisest  and  best  to  have  a  good  foundation  for  that  hope,  and  this 
can  be  much  more  readily  entertained  and  obtaiued  when  judicious  reme¬ 
dial  measures  are  resorted  to  on  the  first  appearance  of  disordered  mani¬ 
festations  of  mind. 

It  is  also  well  to  bear  in  mind  that,  unless  positive  physical  disease 
exist,  it  is  not  always  safe  or  prudent  to  say  that  a  person  will  not 
recover,  lor  some  of  the  most  gratifying  restorations  in  the  experience 
of  every  physician  of  a  hospital  for  the  insane,  have  been  those  where 
some  mental  disturbance  had  existed  in  a  greater  or  less  degree,  for  a 
considerable  period,  dependent  on  great  derangement  of  the  bodily 
organs,  and  the  removal  of  that  bodily  derangement  has  led  to  com¬ 
plete  restoration  of  the  mental  powers  to  all  their  former  health  and 
activity. 

While  it  is  thus  earnestly  insisted  on,  that  every  acute  case  of  mental 
disorder  should  receive  prompt  and  appropriate  medical  and  hygienic 
treatment  in  some  hospital  for  the  insane,  so  as  best  to  promote  the 
welfare  of  the  individual  affected,  and  of  the  family  and  comunity  of 
which  he  may  be  a  member,  it  is  alsa  as  earnestly  believed  that,  when 
mental  disorder  has  existed  for  a  length  of  time,  and  has  failed  to  be 
relieved  by  medical  treatment,  that  person  should  still  continue  under 
proper  hospital  supervision  and  control.  While  the  question  may  be 
earnestly  discussed  to  what  extent  the  mental  powers  must  be  disordered 
to  produce  irresponsibility,  it  is  not  a  matter  of  doubt  that,  where  positive 
mental  disorder  has  existed  for  years  in  any  individual,  that  person  is 
clearly  irresponsible  for  his  acts.  This  being  admitted  it  seems  a  dictate 
of  common  sense  and  common  prudence  to  insist  that  every  such  indi¬ 
vidual  should  be  placed  under  the  control  of  others,  who  may  prevent 
any  bad  consequences  which  might  arise  from  the  acts  and  conduct  of 
such  irresponsible  individuals. 

Another  strong  reason  for  this  course  is  found  in  the  fact,  that,  in 
the  varying  conditions  of  disease,  and  the  peculiar  liability  of  the 
patient  to  be  affected  injuriously  by  often  very  trifling  causes,  no  one 
can  tell  at  what  moment  a  change  may  be  produced  in  the  individual, 
which  may  entirely  alter  his  whole  disposition  and  character,  and  lead 
him  to  a  course  of  conduct  radically  different  from  any  he  may  have 
before  exhibited.  While  in  a  hospital  he  is  carefully  guarded  from 
these  things  which  may  have  a  tendency  to  excite  or  annoy,  and  any 
appearance  of  change  can  be  promptly  met  and  provided  for,  even  there 
these  sudden  changes  from  the  most  indifferent  listlessness,  to  the  most  des- 
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tractive  violence  may  occur.  How  much  more  likely  then  are  these  likely 
to  take  place,  when  mixing  among  his  fellow  men  in  the  world  at  large 
and  experiencing  all  the  annoyances,  vicissitudes  and  troubles  to  which 
he  may  be  exposed  by  the  heartlessness,  the  indifference,  the  bad  passions 
and  even  the  intentional  provocations,  of  those  with  whom  he  may  be 
in  daily  intercourse. 

This  argument  is  strengthened  by  the  fact,  corroborated  by  the  most 
careful  and  extensive  inquiry  and  observation,  that  by  far  the  largest 
proportion  of  arson,  homicide  and  other  crimes  committed  by  the  insane 
are  perpetrated  by  those  who  have  always  been  considered  heretofore 
harmless  and  inoffensive. 

No  question  of  expediency  or  economy  can  justify  a  course  which 
may  involve  the  destruction  of  human  life,  or  property,  by  those,  who, 
being  in  the  eye  of  the  law  totally  irresponsible  for  their  acts,  are  yet 
allowed  to  have  that  degree  of  freedom  which  will  enable  them  to  in¬ 
flict  loss  of  life,  or  great  destruction  of  property  of  any  of  their  fellow 
men. 

If  the  great  law  of  humanity  requires  that  men  laboring  under  men¬ 
tal  disorder,  shall  be  placed  under  appropriate  custody  and  treatment  to 
be  relieved  of  that  disordered  condition,  it  is  certainly  no  less  imperative 
in  its  obligations,  when  it  continues  to  insist  that  when  that  custody  has 
been  assumed,  it  shall  be  of  binding  force  and  obligation  so  long  as  that 
mental  disorder  may  exist.  It  may  be  said  that  the  community  is  not 
yet  prepared  to  carry  out  such  a  plan,  and  to  that  it  may  be  answered 
that  the  neglect  of  a  known  duty  is  no  valid  excuse  for  not  exercising 
it,  and  making  all  the  provision  which  may  be  needed  for  the  accommo¬ 
dation  of  this  class,  as  well  as  for  the  protection  of  the  community. 
The  community  cannot  afford  to  place  in  jeopardy  the  lives  of  any  of 
its  members,  and  often  in  these  cases,  the  most  valuable,  and  those  who 
are  most  forward  in  all  good  works  are  those  who  suffer,  simply  because 
the  fulfilment  of  the  required  duty  imposes  the  expenditure  of  a  given 
sum  of  money,  since  this  would  be  placing  valuable  lives  and  large 
amounts  of  property  often  destroyed  by  such  persons,  in  the  balance 
with  the  most  sordid  motives  and  interests. 

In  this  connection  it  is  proper  to  refer  to  the  great  increase  of  accom¬ 
modation  for  the  insane  which  has  been  effected  since  the  first  opening 
of  this  Hospital.  Designed,  as  this  building  originally  was,  for  three 
hundred  patients,  its  accommodations  have  been  gradually  increased, 
until  now,  at  the  close  of  this  year,  there  are  four  hundred  and  sixteen 
under  care,  though,  at  times,  a  much  larger  number  has  been  crowded 
into  its  wards.  All  such  over-crowding  is  detrimental  to  the  best 
interests  of  those  for  whom  the  Hospital  was  designed,  and  interferes 
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seriously  with  proper  classification,  and  the  institution  of  those  means 
which  arc  considered  best  for  the  welfare  and  restoration  of  the  patients, 
while,  at  the  same  time,  it  prevents  the  medical  officers  giving  that 
careful  study  and  attention  to  each  case  which  a  due  regard  for  their 
restoration  really  demands. 

In  1866,  the  Association  of  Medical  Superintendents  of  American 
Institutions  for  the  Insane  unanimously  adopted  the  following  proposi¬ 
tions  : 

1.  Every  State  should  make  ample,  and  suitable  provision  for  all  its 
insane. 

2.  That  insane  persons  considered  curable  and  those  supposed  incura- 
able  should  not  be  provided  for  in  separate  establishments. 

3.  The  large  States  should  be  divided  into  geographical  districts  of 
such  size  that  a  hospital  situated  at  or  near  the  centre  of  the  district 
will  be  practically  accessible  to  all  the  people  living  within  its  bounda¬ 
ries,  and  available  for  their  benefit  in  cases  of  mental  disorder. 

4.  All  State,  county  and  city  hospitals  for  the  insane  should  receive 
all  persons  belonging  to  the  vicinage  designed  to  be  accommodated  by 
such  hospital,  who  are  affected  with  insanity  proper,  whatever  may  be 
the  form  or  nature  of  the  bodily  disease  accompanying  the  mental  dis¬ 
order. 

5.  All  hospitals  for  the  insane  should  be  constructed,  organized  and 
managed  substantially  in  accordance  with  the  propositions  adopted  by 
the  Association  in  1851  and  1852,  and  still  in  force. 

6.  The  facilities  for  classification  or  ward  separation  possessed  by  such 
institution  should  equal  the  requirements  of  the  different  conditions  of 
the  several  classes  received  by  such  institutions,  whether  thsee  different 
conditions  are  mental  or  physical  in  their  character. 

In  accordance  with  the  spirit  of  these  propositions,  hospitals  have 
since  been  constructed  designed  to  accommodate  certain  specified  sec¬ 
tions  of  this  State. 

The  Western  Pennsylvania  Hospital  for  the  Insane,  at  Dixmont,  near 
Pittsburgh,  has  been  in  operation  for  more  than  twenty  years.  The 
State  Hospital  for  the  Insane,  at  Danville,  for  the  accommodation  of 
the  northern  section  of  the  State  east  of  the  Alleghenies,  has  ahout  two- 
thirds  of  the  building  completed,  and  in  great  .part  occupied.  The 
State  Hospital  for  the  Insane,  at  Warren,  for  the  ten  north-western  counties 
of  the  States  is  now  in  process  of  erection,  and,  it  is  hoped,  will  be 
prepared  for  the  reception  of  a  certain  number  of  patients  at  an  early 
day.  At  the  last  session  of  the  Legislature  a  bill  was  passed  making 
an  appropriation  towards  the  selection  of  a  location  for  a  hospital  for 
the  insane  of  the  seven  south-eastern  counties  of  the  State. 
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The  principle  thus  established  will  render  necessary,  before  many 
years,  the  erection  of  other  hospitals  in  other  sections  of  the  State;  and 
it  is  hoped  that,  at  an  early  day,  an  institution,  on  the  plan  recommended 
by  the  commission  appointed  by  the  Legislature  to  inquire  into  that 
subject,  may  be  provided  for  the  insane  criminals  who  need  special  pro 
vision  for  their  custody  and  treatment,  and  who  should  be  removed  from 
all  intercourse  and  association  with  the  ordinary  insane.  Justice  to  this 
class,  and  a  due  regard  to  the  rights  and  feelings  of  the  ordinary  insane 
and  their  friends,  demand  this  course. 

The  Legislature  has  acknowledged  the  necessity  of  such  an  institu¬ 
tion  by  the  appointment  of  a  commission  to  examine  into  this  matter, 
and  prepare  the  plan  of  such  a  hospital,  and  it  is  earnestly  to  be  hoped 
that  the  good  intentions  of  previous  Legislatures  may  be  acknowledged 
and  carried  into  effect  by  the  Legislature  which  is  to  meet  during  the  * 
coming  winter  in  the  appropriation  of  a  sufficient  sum  to  place  such  an 
institution  in  a  state  of  completion  at  the  earliest  practicable  day,  and 
thus  relieve  the  prisons  of  many  who  are  improperly  and  unjustly  de¬ 
tained  in  them,  for  want  of  a  better  place,  and  the  existing  hospitals  of 
many  whose  presence  is  not  by  any  means  agreeable  to  the  other  in¬ 
mates. 

To  Pennsylvania  belongs  the  high  honor  of  the  establishment  of  the 
tii st  hospital  for  the  insane  on  this  continent;  and  while  she  may  not 
have  come  up  to  her  whole  duty  in  the  provision  by  the  Commonwealth 
for  those  who  are  unable  to  provide  for  themselves,  yet  a  noble  work 
has  been  done,  and  is  still  in  progress,  to  remedy  past  neglect ;  and  it 
is  earnestly  to  be  hoped,  and  every  citizen  who  has  the  welfare  and  hap¬ 
piness  of  the  people  at  large,  and  of  the  afflicted  in' particular,  at  heart, 
will  strenuously  insist  that  no  delay  shall  be  interposed  in  the  contin¬ 
uance  of  this  good  work  until  ample  provision  shall  be  made  in  well- 
constructed  hospitals  for  the  insane  for  every  one  who  may  need  that 
care  and  treatment,  which  can  only  be  properly  had  in  hospitals  con¬ 
structed  and  arranged  in  accordance  with  the  advanced  views  which  have 
received  the  approbation  and  concurrence  of  all  good  citizens. 

The  dislike  and  dread  which  so  many  still  evince  towards  hospitals 
for  the  insaue  are  founded  on  exaggerated  representations  of  a  state  of 
things  which  existed  in  years  long  gone  by,  but  which  do  not  and  can¬ 
not  exist  at  the  present  day  in  any  properly  arranged  and  regularly  or¬ 
ganized  hospital  for  the  insane.  In  those  days,  when  men  believed  that 
the  different  forms  of  mental  alienation  were  only  so  many  manifesta¬ 
tions  of  possession  by  evil  spirits,  and  that  the  only  mode  of  relief  was 
in  the  use  of  the  various  forms  of  exorcism  then  in  practice  for  relief 
from  such  agencies,  it  was  naturally  to  be  expected  that  a  state  of  affairs 
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would  exist  which  would  be  very  repulsive  and  abhorrent  to  the  minds 
of  those  who  believe  that  every  form  of  mental  alienation  is  simply  the 
manifestation  of  bodily  disease  or  disordered  action,  which  requires 
medical  care  and  management  for  its  removal. 

The  principle  which  guides  and  governs  in  the  construction  and  man¬ 
agement  of  modern  hospitals  for  the  insane  is  to  render  every  part  of 
the  building  and  the  grounds  adjoining  as  cheerful,  pleasant  and  home¬ 
like  as  the  means  at  command  will  permit,  and  to  avoid  everything 
which  will  have  a  depressing  or  injurious  influence  on  the  disordered 
feelings  or  fancies  of  those  who,  for  a  longer  or  shorter  period,  may  be 
placed  in  them  for  care  and  treatment. 

A  certain  class  of  visitors  always  expect  to  find  scenes  of  confusion 
and  disorder,  and  an  array  of  apparatus  designed  for  restraint,  which 
•tii  y  have  been  led  to  believe,  must  be  necessary  accompaniments  of 
every  part  of  an  institution  for  the  insane,  and  they  appear  unwilling  to 
believe  the  most  positive  assurances  of  the  officers  that  such  things  are 
not  usually  resorted  to,  and  that  the  state  of  things  which  they  witness 
is  not  an  exceptional  condition. 

It  is  proper  to  state  here,  as  a  fact,  which  can  be  verified  by  the  most 
extended  observation  and  examination  of  the  different  hospitals  for  the 
insane  in  this  country,  that,  as  a  rule,  restraint  of  any  kind  is  rarely 
used  and,  that,  when  in  exceptional  cases,  its  use  is  found  necessary,  it  is 
of  the  lightest  and  easiest  form  which  will  answer  the  purpose,  and  that 
purpose  may  be  definitely  stated  to  be  the  confinement  of  the  hands  so 
as  to  prevent  removal  of  clothing,  destruction  of  clothing,  or  furniture, 
or  injury  to  themselves  or  other  patients.  There  are  also  occasional 
cases  where  it  is  necessary  to  prevent  exhaustion  and  save  life,  to  confine 
the  patient  to  the  bed  in  a  horizontal  position.  All  these  appliances, 
and  the  word  all  includes  the  three  or  four  kinds  of  apparatus  employed, 
are  used  to  overcome  certain  abnormal  conditions  which  arise  in  the  course 
of  disease,  and  are  resorted  to,  simply  because  they  are  the  safest  and 
best  and  cause  least  irritation  to  the  patient  on  the  same  principle  that 
a  physician  resorts  to  the  use  of  certain  drugs  for  the  relief  and  cure  of 
diseases  which  can  be  removed  in  no  other  way. 

It  is  sometimes  said,  that  patients  feel  degraded  by  the  use  of  such  appa¬ 
ratus  of  restraint,  but  such  a  feeling  does  not  find  expression  in  such 
sentiments  as  this:  “I  thank  you  for  restraining  me  in  the  manner  and 
at  the  time  you  did  for  I  believe  I  would  have  died  if  you  had  not.” 
Experience  and  knowledge  of  the  habits  and  feelings  of  those  with 
whom  they  are  daily  brought  in  contact,  have  led  the  physicians  of  the 
hospitals  for  the  insane  in  this  country  to  prefer  the  use  of  such  forms 
of  mechanical  restraint  to  the  manual  force  of  four  or  six  persons ;  for 
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in  this  latter  case  there  is  always  sure  to  be  a  struggle,  and  neither  the 
patience  of  Job,  nor  the  meekness  of  Moses,  nor  the  love  of  .John  are 
inherent  qualities  in  those  who  must  perform  such  offices,  nor,  it  must 
be  frankly  stated  if  a  judgment  can  be  formed  from  the  tone  of  their 
writings,  in  those  who  so  urgently  demand  the  abolition  of  all  mechani¬ 
cal  restraint. 

It  is  not  reasonable  to  believe,  and  as  a  proof  of  the  statement  let  any 
one  try  it  in  his  own  person,  that  an  excited,  restless  person  suffering 
from  acute  maniacal  excitement  will  be  as  likely  to  sleep  calmly  and  re¬ 
freshingly  with  one  person  holding  each  arm,  and  one  holding  each  leg, 
and  a  fifth  holding  the  head,  with  the  disposition  so  common  when  that 
number  of  persons  are  together  to  express  freely  their  opinions  on  vari¬ 
ous  subjects,  as  when  the  same  patient  is  laid  on  a  bed,  and  so  fastened 
as  to  be  able  to  turn  from  side  to  side,  but  not  to  rise  from  t  he  horizon¬ 
tal  position,  a  sleeping  potion  administered  and  everything  removed 
which  can  attract  attention,  or  cause  noise  and  confusion.  Besides  any 
one  who  has  witnessed  the  trial  of  the  two  methods  must  admit  that  the 
latter  is  infinitely  preferable  on  every  account,  not  only  as  far  less  likely 
to  cause  bruises,  sprains  or  injuries  to  the  patient,  but,  also  as  much  less 
irritating  to  the  feelings  and  passions  and  the  cause  of  fewer  angry  words. 

The  mode  of  construction  of  every  hospital  for  the  insane  is  in  itself 
all  the  restraint  needed  by  the  great  majority  of  those  admitted  to  the 
wards,  but  as  in  every  school  there  will  always  be  a  certain  number  bent 
on  mischief,  and  in  every  community  a  class  who  seem  to  take  special 
delight  in  doing  that  which  may  be  a  violation  of  lawr,  or  a  source  of 
annoyance  to  others,  so  among  the  inmates  of  every  hospital  for  the 
insane  there  will  be  those  whose  feelings,  passions,  habits  and  inclinations 
are  perverted  by  disease,  and  lead  them  to  the  commission  of  acts  which 
are  subversive  of  all  good  order,  to  destruction  of  furniture,  or  to  injury 
to  their  fellow  patients  ;  and  every  consideration  of  justice  and  humanity 
demands  that  proper  means  should  be  resorted  to  to  prevent  their 
carrying  their  plans  into  execution,  precisely  on  the  same  principle  that 
the  community  at  large  will  insist  on  protection  from  those  who  by  their 
conduct  will  violate  all  rules  of  social  order  and  decorum. 

Those  who  will  not  respect  the  rights  and  privileges  of  others,  be  they 
sane  or  insane,  must  be  taught  to  do  so  by  the  employment  of  such 
means  as  will  be  most  effectual  for  the  purpose  in  the  easiest  practicable 
manner,  and  in  the  insane  this  will  be  found,  not  in  the  infliction  of  pun¬ 
ishment,  but  in  an  abridgment  or  temporary  removal  of  certain  rights  or 
privileges  they  may  have  enjoyed,  and  where  this  is  not  effective  in  the 
employment,  for  a  short  period  of  some  light  form  of  mechanical  re¬ 
straint. 
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The  uniform  rule  in  all  institutions  for  the  insane  in  this  country  is 
“  constant  superintendence  and  care  ;  constant  forbearance  and  command 
of  temper,  and  a  never-failing  attention  to  the  comfort  of  the  patients,” 
and  this  rule  is  in  no  way  interfered  with  by  the  use  of  mechanical  res¬ 
traint  in  cases  which  are  entirely  exceptional  in  their  character  to  the 
majority  of  patients ;  but  it  is  confidently  felt  that  this  mode  of  restraint 
is  much  more  in  conformity  with  the  rule  than  that  with  which  it  has 
been  contrasted  above;  and  those  who,  because  of  their  want  of  practi¬ 
cal  experience  and  lack  of  intimate  knowledge  of  the  insane  in  this 
country,  refuse  to  admit  the  propriety  and  necessity  of  the  course  pur¬ 
sued  by  the  physicians  of  hospitals  for  the  insane  will  find  themselves 
in  the  position  of  that  “  vessel  which  is  always  liable  to  go  a-wreck  whose 
head-strong  pilot  mistakes  a  house  light  for  a  light-house.” 

Every  hospital  for  the  insane  is  divided  into  a  number  of  wards  for  the 
more  convenient  classification  of  the  patients,  that  thus  they  may  be 
arranged  into  different  families  where  the  members  may  have  a 
closer  resemblance  in  the  degree  and  character  of  the  mental  alienation 
which  causes  them  to  become  inmates  ;  and  into  each  one  of  these 
families  will  also  be  introduced,  those  who  have  particular  direction  and 
management  in  all  matters  pertaining  to  the  domestic  arrangements,  the 
exercise  and  recreation,  and  whatever  may  be  directed  by  the  physician 
in  charge. 

The  bed  rooms  are  neatly  and  comfortably  furnished,  the  parlors 
made  cheerful  and  attractive,  the  halls  bright  and  pleasant,  the  dining 
rooms  convenient,  easily  accessible,  and  the  meals  served  regularly  and 
amply,  and  all  the  other  arrangements,  such  as  to  contribute  to  the  com¬ 
fort  and  well-being  of  the  different  members  of  the  family.  Pictures 
and  other  sources  of  attraction,  libraries,  musical  instruments  and  means 
of  amusement  placed  wherever  they  can  be  of  the  greatest  advantage, 
and  be  most  highly  appreciated.  Of  course  it  cannot  be  expected  that 
all  the  wards  will  be  furnished  and  ornamented  in  the  same  manner,  for 
in  some  of  the  wards  nearly  all  the  inmates  will  be  of  a  class  who  are 
too  much  excited,  or  too  mischievously  inclined  ?  or  their  minds  are  by 
reason  of  disease,  in  such  a  state  that  many  of  the  things  mentioned 
will  not  be  of  any  real  service  or  attraction.  But  even  these  wards 
must  have  everything  removed  which  can  convey  a  repulsive  or  unpleas¬ 
ant  impression,  and  every  effort  made  to  give  all  the  pleasure  and  hap¬ 
piness  which  can  be  imparted  to  those  who  occupy  them,  and  divert 
their  minds  from  self  and  morbid  fancies  and  brooding  to  brighter,  more 
cheerful  and  healthy  thoughts  and  feelings. 

The  newspaper,  the  magazine,  books,  riding,  walking,  games,  and 
amusements  of  different  kinds,  occupation,  and  in  fact  everything  which 
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can  soothe  or  arouse,  attract  and  divert,  elevate  and  cheer,  give  hope 
and  encouragement,  must  be  resorted  to  as  the  varying  conditions  of 
mind  may  require. 

To  use  the  words  of  one  who  spoke  from  personal  experience,  and 
whose  words  should  ever  be  present  to  the  mind  of  every  superintendent 
of  a  hospital  for  the  insane,  as  indicating  a  great  source  of  power  and 
influence  for  good :  -‘The  cheerful  sympathizing  face  of  the  superin¬ 
tendent  did  more  good  than  all  the  other  cheering  things  put  to¬ 
gether.” 

In  those  seasons,  when,  from  the  inclemency  of  the  weather,  it  is 
impossible  to  take  sufficient  outdoor  exercise,  and  the  evenings  are  long 
and  would  otherwise  be  tedious  and  depressing,  entertainments  of  various 
kinds  should  occupy  part  of  every  evening,  and  some  amusement,  occu¬ 
pation  or  instruction  should  be  devised  to  engage  the  mind  and  hands 
during  as  much  of  the  day  as  possible,  so  that  the  hours  may  not  hang 
heavily  and  become  wearisome.  For  those  who  are  selected  more 
immediately  to  attend  to  the  execution  of  these  various  duties  in  direct 
contact  with  the  patients,  dependence  must  be  placed  on  such  as  the 
community  offers,  and  while  the  gentle  manner,  the  calm  demeanor,  the 
ready  tact,  the  control  of  temper  and  tongue  may  not  be  found  in 
all  just  as  could  be  desired,  any  more  than  in  the  members  of  the 
community  at  large,  from  which  they  are  taken,  yet,  in  the  circumstances 
in  which  they  are  placed,  the  trials  of  temper  to  which  they  are  inces¬ 
santly  exposed  by  the  perversities  of  disease  and  the  wilful  ness  of 
disordered  faculties,  there  is  much  less  to  censure  and  correct  than  is 
ordinarily  believed.  The  principle  of  selection  of  the  fittest  will  govern 
in  all  such  cases,  and  a  gradual  elimination  of  those  not  adapted  to  the 
duties  will  remove  all  such  as,  by  infirmity  of  temper,  or  other  disquali¬ 
fication,  are  not  able  to  attend  to  the  duties  enjoined  to  their  own  credit 
or  to  the  satisfaction  of  the  officers. 

There  is  nothing  human  which  may  not  be  improved,  and  so  in  every 
hospital  will  be  needed  that  ceaseless  vigilance  which  is  the  price  of  good 
order,  good  government  and  high  attainment,  to  check  any  deviation 
from  the  true  path,  and  lead  and  urge  on  to  yet  higher  and  better  aims 
and  ends. 

Faith  and  confidence  must  be  exercised  by  the  community  in  those 
who  have  the  direction  in  these  matters  that  they  will  exercise  their 
best  judgment  to  have  every  thing  done  in  the  best  possible  manner, 
that  their  hands  may  be  held  up  and  their  hearts  encouraged  in  the 
efforts  they  are  making  to  the  utmost  of  their  ability  with  the  means  at 
their  command,  which  should  be  furnished  liberally  and  cheerfully,  to 
soothe  and  calm  the  excited,  to  cheer  the  despondent  and  to  lead  all  out 
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of  the  darkness  of  mental  gloom  and  alienation  into  the  clear  light  of 
unclouded  reason,  and  to  sound  bodily  health. 


The  Commissioners  first  appointed  to  build  this  Hospital  were  Jacob 
M.  Haldeman,  Luther  Roily,  Hugh  Campbell,  Charles  B.  Trego,  and 
Joseph  Konigmaclier. 

Mr.  Haldeman  declined  to  serve,  and  at  a  subsequent  session  of  the 
Legislature  Aaron  Bombaugh,  John  A.  Weir,  and  James  Fox  were  ad¬ 
ded  to  the  Commission. 

The  first  Board  of  Trustees  appointed  by  Governor  Johnston,  in 
January  1851,  consisted  of  the  following  gentlemen: 


Dr.  Luther  Beily, 

Dr.  Hugh  Campbell, 

Joseph  Konigmaclier, 

Aaron  Bombaugh, 

Dr.  Thomas 


Dr.  John  K.  Mitchell, 
Dr.  Jesse  R.  Burden, 
Dr.  W.  W.  Rutherford, 
Dr.  E.  W.  Roberts, 

S.  Kirkbride. 


Of  these  two  only  are  now  living,  Mr.  Aaron  Bombaugh  who  resigned 
a  few  months  after  his  appointment,  and  Dr.  Thomas  S.  Kirkbride,  who 
still  continues  in  the  foremost  rank  of  American  alienists,  and  superin¬ 
tendents  of  hospitals  for  the  insane,  and  is  honored  and  revered  by  all 
for  his  great  ability  and  intelligence,  his  long,  earnest  and  persistent 
advocacy  of  all  the  rights  of  the  insane,  and  the  many  excellent  quali¬ 
ties  of  head  and  heart  which  have  endeared  him  to  all  who  esteem  true 
worth  and  genuine  nobility  of  character. 

The  following  gentlemen  have  at  different  times  served  for  longer  or 
shorter  periods  as  Trustees  of  this  Hospital. 


A.  J.  Jones, 

John  Roberts, 

Dr.  Joseph  Henderson, 
Dr.  F.  A.  Muhlenberg, 
Dr.  Mercer  Brown, 

Dr.  George  Dock, 

Dr.  Thomas  J.  Betton, 
A.  0.  Hiester, 

Dr.  Samuel  Jones, 

Dr.  George  W.  Porter. 
Hamilton  Alricks, 
Frederick  Watts, 

Dr.  John  L.  Atlee, 

A.  G.  Waterman, 

Dr.  Alfred  M.  Green, 


Philip  Dougherty. 

John  H.  Briggs, 

D.  W.  Gross, 

F.  B.  Penniman, 

Dr.  George  Bailey, 

Dr.  Traill  Green, 
Charles  S.  Minor, 

Dr.  Stephen  B.  Kieffer, 
J.  C.  Bomberger. 

Henry  Gilbert, 

George  Bergner, 

Wm.  Lowther, 

R.  F.  Kelker, 

Wm.  Calder, 

Henry  T.  Darlington, 
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James  J.  Barclay, 
Jacob  R.  Eby, 

S.  Miles  Green, 


R.  A.  Lamberton. 
Daniel  Eppley, 
John  M.  Pomeroy. 


Of  these,  Drs.  Henderson,  Muhlenberg,  Brown,  Dock,  Betton  and 
Jones,  and  Messrs.  Waterman,  Dougherty,  Briggs  and  Bergner  have 

died. 

Mr.  John  A.  Weir  has  continued  to  hold  the  office  of  Treasurer  from 
the  organization  of  the  Hospital  to  the  present  day. 

The  Assistant  Physicians  have  been 


Dr.  Wm.  R.  DeWitt, 

Dr.  S.  Preston  Jones, 

Dr.  S.  S.  Schultz, 

Dr.  R.  A.  Martin, 

Dr.  J.  A.  Miller, 

Dr.  T.  F.  Campbell, 

Dr.  Richard  Koch, 

Dr.  Robert  R.  Wiestling, 

The  Stewards  have  been 
Wm.  D.  Slaymaker, 
David  Smith, 

Joel  Hinckley, 

The  Matrons  have  been 
Mrs.  Mary  A.  Wilt, 


Dr.  E.  E.  B.  Shaffer, 
Dr.  Charles  V.  Thome, 
Dr.  John  H.  McCreary, 
Dr.  J.  Z.  Gerhard, 

Dr.  L.  S.  Reber, 

Dr.  R.  J.  Hess, 

Dr.  A.  P.  Garber, 

Dr..  George  D.  Stahley. 

Wm.  S.  Rutherford, 
George  F.  Ross, 
Benjamin  F.  Kendig. 

Mrs.  Ellen  Cole. 


Every  effort  has  been  made  to  induce  the  inmates  to  occupy  them¬ 
selves  in  as  great  a  variety  of  ways  as  possible,  so  as  to  direct  their  thoughts 
to  more  healthy  subjects,  and  provide  them  with  active  exercise  and 
recreation ;  and  while  the  efforts  made  have  not  been  as  successful  as 
could  be  desired,  patience  and  perseverance  will,  it  is  earnestly  hoped, 
overcome  the  obstacles  which  now  interfere,  and  give  success  to  what 
may  be  attempted  in  this  direction  in  the  future. 

It  has  always  been  the  aim  of  the  officers  of  this  Hospital  to  provide 
as  great  a  variety  in  the  entertainments  for  the  patients  as  the  means 
placed  at  their  command  would  allow  ;  and  while  they  have  given  en¬ 
couragement  and  incentive  to  the  employment  of  everything  which 
could  tend  to  divert  and,  at  the  same  time,  instruct  and  elevate  the 
mind  during  the  day,  they  have  been  specially  anxious  to  have  the 
evenings  pass  as  pleasantly  as  possible ;  and  with  this  view,  magic  lan¬ 
tern  exhibitions,  lectures  and  experiments  on  subjects  which  can  he  made 
instructive,  attractive  ahd  entertaining,  have  been  given  on  every  even¬ 
ing  of  the  week,  from  October  1st  to  May  1st,  and  sometimes  longer. 
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We  have  been  aided  in  these  efforts  by  the  kind  and  cordial  efforts  of 
the  Young  Men’s  Glee  Club,  of  Harrisburg,  who  gaveseveral  very  pleasant 
and  enjoyable  vocal  concerts;  and  we  have  no  doubt  that  others  would 
give  similar  assistance,  if  they  only  knew  how  much  gratification  such 
entertainments  give,  even  to  those  who  might  not  ordinarily  be  thought 
to  be  able  to  appreciate  them. 

It  is  too  often  thought  that  because  a  person  is  dull,  listless  and  appa¬ 
rently  indifferent,  no  benefit  would  be  derived  by  them  from  such  things ; 
but,  even  if  this  be  so — which  is  very  doubtful — the  employment  of 
such  means  may,  by  the  variety  introduced,  touch  some  cord  or  arouse 
some  feeling  in  one  or  more  persons  which  may  be  the  means  of  bring¬ 
ing'  them  out  of  that  state  into  more  healthful  thought  and  more  earnest 
effort  for  their  restoration. 

The  processes  of  the  human  mind  arc  so  recondite  and  mysterious, 
and  men  are  influenced  by  such  a  variety  of  causes,  that  it  is  impossible 
to  calculate  what  may  be  the  effect  of  any  given  means  employed;  and 
for  this  reason,  it  is  desirable  and  necessary  to  vary  all  the  occupations, 
amusements  and  recreations  in  such  a  way  that  some  spring  may  be 
touched  in  one  or  more  individuals  which  will  open  up  some  hitherto 
latent  desire,  or  arouse  some  feeling  which  may  change  the  whole  con¬ 
duct  and  character  from  a  disordered  to  a  healthy  state.  Besides,  the 
constant  repetition  or  steady  use  of  any  one  thing  may  tire  and  lose 
its  effect,  and  this  is  an  additional  reason  why  the  means  should  be  pro¬ 
vided  for  introducing  as  great  a  variety  as  ingenuity  can  devise. 

The  fourth  of  July  was  celebrated  by  an  entertainment  given  to  the 
inmates  on  the  grounds  of  the  Hospital.  Tables  were  spread  and  re¬ 
freshments  in  abundance  provided,  and,  with  addresses,  singing  of 
patriotic  songs,  and  other  means  of  pleasure  and  recreation,  more  than 
three-fourths  of  the  patients  were  enabled  to  spend  the  day  out  doors, 
in  such  a  way  as  to  recall  it  with  great  interest  and  gratification. 

Another  entertainmeut,  of  a  similar  kind,  was  given  in  September; 
but  owing  to  the  changeable  character  of  the  day  from  sunshine  to 
showers,  a  large  number  who  could  have  participated  were  prevented 
from  being  present. 

The  improvements  directed  by  your  Board  have  been  carried  forward 
as  rapidly  as  could  be  done  since  they  were  ordered,  but  it  will  require 
several  months  yet  to  put  everything  in  that  condition  .which  is  desired, 
so  as  fully  to  remedy  the  structural  defects  of  the  institution,  and  place 
every  thing  in  accordance  with  the  advanced  views  on  the  arrangements 
and  accommodations  in  institutions  of  this  character. 

The  gas  works  have  continued  to  give  entire  satisfaction  in  the  amount 


STATE  LUNATIC  HOSPITAL. 


25 


and  qualtity  of  the  gas  furnished,  enabling  the  Hospital  to  be  better 
lighted  at  all  times,  at  a  greatly  reduced  rate. 

Arrangements  have  been  made  by  which'the  manufacture  of  various 
articles  of  furniture  needed  for  the  wards  will  be  continued  during  the 
winter,  so  that  as  full  a  supply  can  be  made  as  may  be  required,  of  a 
strong  and  good  character,  adapted  to  the  special  necessities  of  the 
Hospital. 


As  this  report  closes  before  the  crops  of  the  farm  and  garden  can 
be  gathered,  so  as  to  estimate  their  value,  the  return  for  1875  is  here 
given,  so  that  it  may  be  seen  that  the  benefits  derived  from  them  have 
been  substantial  in  the  amount  of  material  obtained,  without  taking  into 
the  account  the  gain  from  having  vegetables  fresh  each  day  for  the  use 
of  the  household,  the  regular  supply  of  fresh  milk,  and  the  employ¬ 
ment  which  quite  a  number  of  the  patients  obtain  at  different  periods 
of  the  year  by  the  various  operations  carried  on  in  these  departments. 


Farm  Statement. 


To  feed  for  horses,  cows  and  hogs .  $3,424  55 

To  wages,  board  of  men,  &c .  1,470  00 

To  manure,  repairs,  blacksmithing.  &c .  719  6G 


By  farm  produce — 

320  bushels  of  turnips . . 

640  bushels  of  beets . 

1650  bushels  of  potatoes . 

359  bushels  of  rye . 

14  loads  of  hay . 

By  milk  and  calves  sold . 

By  pork . 

By  manure  and  use  ef  teams,  &c 

Profit  from  farm . 


$5,614  20 

.$64  00 
128  00 
825  00 
323  10 
350  00 

-  $1,690  10 

.  3,727  12 

.  1,125  50 

.  2,523  00 

-  9,065  72 


$3,451  52 


Garden  Statement. 


To  manure,  seeds,  &c .  $720  15 

Wages  and  board  of  men .  1,269  20 


$1,989  35 
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By  vegetables  raised — 

70  baskets  spinach .  $42  00 

70  “  parsnips. ...r .  42  00 

147  “  green  onions .  117  CO 

1C  <!  asparagus .  32  00 

45  “  rhubarb .  45  00 

117  “  lettuce .  58  50 

117  peas .  58  50 

100  “  beans .  25  00 

267  “  beets .  80  10 

99  “  cucumbers . 48  50 

725  “  potatoes . .  290  00 

752  “  green  corn . ' .  451  20 

125  <£  lima  beans .  100  00 

670  “  tomatoes .  335  00 

56  c:  turnips .  8  40 

11  “  radishes .  5  50 

40  “  carrots .  16  00 

2037  quarts  currants .  61  11 

7932  heads  of  cabbage .  396  60 

11 0  eag  plant . .  4  40 

- 2,117  41 

Profit  from  garden .  $128  06 


The  following  tables  will  show  the  changes  and  movement  of  the 
patients  during  the  year: 


Table  I. — Movement  of  the  Population. 


« 

MALES. 

FEMALES. 

TOTAL. 

Number  at  the  beginning  of  (lie  year . 

219 

197 

416 

Admitted  during  the  year . 

97 

70 

167 

Total  present  in  the  year . 

310 

267 

583 

Discharged — Restored . ' . 

24 

14 

38 

Improved . 

18 

23 

41 

Stationary . 

33 

22 

55 

Died . 

21 

12 

33 

Remaining  at  the  end  of  the  year . 

220 

196 

416 

STATE  LUNATIC  HOSPITAL. 
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Table  II. — Admissions  and  Discharges  from  the  beginning  of  the 

Hospital. 


MALES. 

FEMALES. 

TOTAL. 

Admitted . 

2240 

1742 

3988 

Discharged — Restored . 

472 

387 

859 

Improved . 

485 

389 

874 

Stationary . 

077 

499 

1170 

Died . 

392 

271 

663 

Total  discharged . 

2020 

1540 

3572 

Table  III. — Number  at  each  age  when  admitted  in  the  year. 


Age. 

WHEN  ADMITTED. 

WHEN  ATTACKED. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

Under  15  years . 

2 

1 

o 

15  to  20  years . 

13 

4 

17 

15 

4 

19 

20  to  25  *  “  . 

13 

6 

19 

12 

19 

25  to  30  “  . 

10 

13 

23 

13 

13 

26 

30  to  35  4  4  . 

14 

12 

26 

11 

11 

22 

35  to  40  “  . 

5 

6 

11 

7 

0 

13 

40  to  45  “  . 

14 

8 

22 

12 

9 

21 

45  to  50  “  . 

4 

4 

8 

5 

7 

12 

50  to  00  “  . 

13 

13 

26 

11 

8 

19 

50  to  70  “  . 

9 

4 

13 

7 

4 

11 

70  to  80  “  . 

] 

1 

1 

1 

Over  80  years . 

1 

1 

1 

1 

97 

70 

167 

97 

70 

167 

Table  IV. — Number  at  each  age  from  beginning  of  the  Hospital. 


Age. 

WHEN  ADMITTED. 

WHEN  ATTACKED. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

Under  15  years . 

18 

15 

33 

49 

35 

84 

15  to  20  years . 

95 

74 

169 

159 

112 

271 

20  to  25  ”  “  . 

342 

219 

561 

366 

234 

600 

25  to  30  “  . 

305 

247 

552 

335 

266 

601 

30  to  35  “  . 

319 

260 

579 

305 

287 

592 

35  to  40  “  . 

312 

230 

542 

294 

21 1 

505 

40  to  45  “  .  . 

244 

208 

452 

215 

201 

416 

45  to  50  “  . 

178 

160 

338 

165 

141 

306 

50  to  60  “  . 

275 

220 

495 

239 

173 

412 

60  to  70  “  . 

117 

35 

77 

194 

90 

64 

154 

70  to  80  “  . 

30 

65 

26 

17 

43 

80  and  over . 

6 

2 

8 

Q 

1 

4 

2246 

1742 

3988 

2246 

1742 

3988 
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Table  V. — Nativity  of  Patients  admitted. 


Nativity. 

WITHIN  THE  YEAR. 

FROM  BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

Pennsylvania . 

82 

54 

136 

1796 

36 

1384 

3180 

England . 

3 

6 

3 

28 

64 

Ireland . 

12 

18 

204 

182 

386 

Scotland . 

1 

1 

9 

5 

14 

Wales . 

1 

1 

18 

24 

42 

Germany . . 

Norway . 

4 

1 

5 

125 

81 

1 

206 

1 

Italy  . 

1 

1 

Belgium . 

1 

1 

France  . 

5 

2 

Switzerland . 

2 

2 

West  Indies . 

. 

i 

i 

2 

Mexico . 

. 

i 

i 

Maine . 

i 

2 

3 

New  Hampshire . 

i 

1 

2 

Vermont . 

i 

1 

2 

Massachusetts . 

2 

1 

3 

Connecticut . 

2 

4 

6 

New  York . 

1 

1 

17 

12 

29 

New  Jersey . 

4 

1 

5 

Delaware .  . 

1 

2 

3 

Maryland . 

1 

1 

13 

i 

14 

Virginia . 

2 

3 

5 

North  Carolina . 

2 

2 

Florida . 

1 

i 

Louisiana . 

1 

i 

Ohio . 

1 

1 

2 

Indiana _ v. . 

1 

1 

1 

i 

Michigan . 

1 

i 

Kentucky . 

1 

i 

97 

70 

167 

2246 

1742 

3988 
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Table  VI. — Residence  of  Patients  admitted. 


Residence. 

WITHIN  THE 

YEAR- 

FROM 

BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL 

49 

29 

78 

Allegheny . 

l 

i 

42 

24 

66 

Armstrong . 

8 

3 

11 

6 

o 

9 

1 

i 

281 

8 

36 

Berks . 

Blair . 

3 

9 

5 

5 

12 

55 

72 

47 

61 

102 

133 

Bradford . 

1 

1 

41 

20 

61 

Bucks . 

1 

3 

4 

21 

21 

1 

42 

10 

11 

1 

1 

15 

14 

29 

Cameron . 

1 

1 

Carbon . 

1 

1 

27 

4 

31 

Centre . 

40 

35 

75 

Chester . . 

3 

10 

49 

47 

96 

Clarion . 

1 

i 

9 

12 

Clearfield . 

29 

99 

51 

Clinton . 

1 

1 

14 

17 

31 

Columbia . 

36 

99 

58 

Crawford . 

13 

6 

19 

Cumberland . 

1 

2 

3 

82 

146 

Dauphin . 

1  9 

12 

24 

151 

131 

282 

#  Delaware . 

l 

1 

29 

23 

52 

'  Elk . 

6 

4 

10 

21 

Erie .  . 

15 

6 

Fayette . 

12 

10 

99 

i 

4 

5 

64 

63 

6 

127 

Fulton . 

13 

Greene . 

8 

15 

Huntingdon . 

60 

Q  — 

97 

Indiana . 

3 

3 

13 

7 

4 

20 

Jefferson . 

11 

15 

Juniata . 

1 

5 

6 

23 

21 

44 

1 

9 

148 

305 

°0 

Lawrence . . . 

13 

1 

2 

3 

33 

38 

78 

Lehigh . 

4 

5 

9 

29 

67 

119 

214 

47 

25 

72 

McKean . 

i 

1 

3 

4 

Mercer . 

5 

10 

Mifflin . 

3 

3 

29 

31 

60 

Monroe . 

1  9 

4 

16 

Montgomery . 

3 

3 

47 

22 

69 

Montour . 

9.9 

24 

46 

N  orthampton . 

2 

5 

42 

36 

78 

Northumberland . 

i 

3 

4 

54 

47 

101 

Perry . 

9 

1 

3 

27 

18 

45 

Philadelphia . 

10 

1 

11 

115 

62 

177 

Pike . 

2 

9 

3 

5 

8 

so 
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Table  VI. —  Continued. 


Residence. 

WITHIN  THE 

YEAR. 

FROM  BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

Potter . 

3 

3 

c 

Schuylkill . 

4 

3 

7 

114 

90 

204 

Snyder . 

14 

21 

Somerset . 

2 

9 

28 

13 

41 

Sullivan . 

i 

l 

4 

7 

Susquehanna . 

39 

30 

69 

18 

27 

45 

Union . 

i 

] 

9 

27 

29 

56 

Venango . 

1 

1 

15 

19 

34 

Warren . 

5 

5 

10 

Washington . 

6 

12 

18 

Wayne . 

29 

25 

54 

Westmoreland . 

. 

15 

21 

0 

36 

Wyoming . 

i 

l 

18 

24 

York . 

4 

3 

7 

100 

69 

169 

Maryland . 

1 

1 

2 

New  York . 

9 

9 

Illinois . . . 

i 

l 

3 

9 

3 

3 

1 

1 

( )hio . 

1 

1 

9 

West  Indies . 

1 

i 

97 

70 

1 67 

2240 

1 

1742 

3988 
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Table  VII. —  Occupation  of  those  admitted. 


Occupation. 


Apprentice . 

Artist . 

Author . 

Awningmaker . 

Bakers . 

Barbers . 

Blacksmiths . 

Boatbuilder . 

Boatmen . 

Boilermaker . 

Bookbinders . . 

Bricklayers . 

Brickmakers . 

Butchers . . 

Cabinetmakers . 

Carpenters . 

Civil  Engineer . . 

Clergymen . . 

Chairmaker  . 

Cottoncarder.  . 

Cigarmaker .  . 

Clerks . 

Coachmakers . 

Coachtrimmers . 

Coopers . 

Dentists . 

Domestics . 

Drover . 

Druggists . 

Dyers . 

Editors . 

Engineers . 

Engravers . 

Farmers . 

“  daughters  of.. 

Florist  . 

Gardeners . 

Gasfitters . 

Glassblowers . 

Goldbeater . . 

Gunsmith . 

Hatter . . 

Housekeepers . 

Housewives . 

Innkeepers . 

Jeweler . 

Laborers . 

Lawyers . 

Liveryman . 

Lumbermen . 


WITHIN  THE  YEAR. 


MALE.  FEM.  TOTAL. 


30 


FROM  BEGINNING. 


MALE.  .  FEM.  TOTAI 


29 

8 


6 

43 


30 


1 

1 

1 

o 

O 

2 

36 

1 

8 

1 

9 


9 

8 

56 

1 

12 

1 

1 

1 

93 

4 


8 

o 

678 


6 

1 

660 

18 

1 


164 


81 


i 

843 


1 

1 

3 
2 

36 

1 

8 

1 

9 

6 

2 

9 

8 

56 

1 

12 

1 

1 

1 

93 

4 

3 

9 

3 

164 

1 


8 

•> 

678 

81 

1 

4 


1 

1 

1 

7 

843 

6 

1 

660 

18 

1 

5 
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Table  VII. —  Continued. 


WITHIN  THE 

YEAR. 

FROM 

BEGINNING. 

Occupation. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM 

TOTAL. 

Machinists . 

1 

l 

19 

19 

Mariner? . 

4 

4 

Masons . 

i 

i 

12 

12 

Merchants . 

4 

4 

69 

69 

Millers . 

1 

1 

20 

20 

Milliners. . 

li 

11 

Millwrights . 

1 

1 

9 

2 

Miners . 

1 

1 

47 

47 

Moulders . 

3 

3 

Musician . 

1 

1 

Nailers . 

4 

4 

Painters . 

10 

10 

Paperhanger  . 

1 

1 

Papermaker . 

1 

1 

Peddlers . 

3 

. 

3 

Physicians . 

2 

9 

1  25 

25 

Plasterers . 

5 

5 

1 

Potters . 

i 

Printers .  . 

i 

8 

8 

Ropemaker . . . . 

1 

1 

Saddlers . 

7 

Sailors . 

3 

3 

Sawyer . 

. 

1 

i 

Shoemakers . 

43 

43 

Silversmiths . 

3 

3 

Seamstresses . 

l 

i 

27 

27 

Soldiers . 

7 

Stonecutters . 

4 

4 

Students . 

i 

i 

20 

20 

Tailors . 

25 

5 

30 

i 

i 

8 

8 

Teachers . 

i 

. 

i 

28 

24 

52 

9 

9 

Tinners . . 

8 

8 

11 

11 

1 

1 

1 

1 

1 

1 

. 

9 

9 

i 

i 

6 

6 

No  occupation . 

li 

18 

151 

580 

731 

97 

70 

167 

2246 

1742 

3988 
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Table  VIII. —  Social  Condition  of  those  admitted. 


WITHIN  THE 

YEAR. 

FROM 

BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL# 

Single . 

49 

24 

73 

980 

841 

1821 

Married . 

45 

36 

81 

1170 

674 

1844 

Widowed . 

3 

10 

13 

96 

227 

323 

97 

70 

167 

2246 

1742 

3988 

Table  IX. — How  Committed. 


WITHIN  THE 

YFAR. 

FROM 

BEGIN 

NING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FE  M . 

TOTAL. 

By  Friends . 

61 

46 

107 

1334 

1197 

2531 

By  Directors  of  the  Poor . 

21 

17 

38 

426 

380 

806 

By  Courts . 

15 

7 

22 

486 

165 

651 

97 

70 

167 

2246 

1742 

3988 

Table  X. — How  supported  of  those  committed. 


WITHIN  THE 

YEAR. 

FROM 

BEGINNING. 

31  ALE. 

FE3I. 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

By  self  or  family . 

62 

46 

103 

|  1331 

1196 

2527 

By  Directors  of  the  Poor . 

21 

17 

38 

200 

174 

374 

By  Court . 

14 

7 

21 

710 

372 

1082 

By  State,  (soldiers,) . 

5 

5 

97 

70 

167 

2246 

1742 

3988 

3 
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Table  XI. — Assigned  causes  of  Insanity. 


- - -  -  1 

WITHIN  THE  YEAR. 

MALE. 

FEM. 

TOTAL. 

Ill  health . 

n 

13 

3 

24 

3 

l 

1 

Disappointment . 

q 

o 

1 

4 

n 

Epilepsy . 

4 

2 

6 

i 

8 

1 

1 

4 

4 

1 

1 

Disease  of  the  brain . 

] 

1 

19 

21 

9 

40 

Disordered  menstruation . 

2 

3 

i 

4 

Ill  treatment . 

1 

1 

1 

Exposure  to  the  sun . 

Want  of  occupation . 

Mortified  pride . 

Public  excitement . 

Pecuniary  trouble . 

Sunstroke  . 

Change  of  life . 

Not  assigned . 

Exposure . 

39 

1 

22 

61 

1 

Old  a<re . 

1 

1 

Paralysis . 

1 

1 

97 

70 

167 

FROM  BEGINNING. 


MALE.  I'EM.  TOTAL 


226 

89 

2 

1 

9 

3 

11 

41 

119 

9 

103 

7 


5 

7 

14 

2 

4 

265 


24 

4 

1 

87 

27 


9 

1 

1 

30 

6 


6 


1135 

3 

1 

1 


2246 


277 

200 

5 
3 
2 
1 

6 

14 

39 

26 

6 

3 

113 

7 

2 


4 

247 

74 

8 

1 

2 

1 

2 
2 

1 


2 

684 


1742 


503 

289 

7 
4 
4 

4 

17 

55 

158 

35 

109 

10 

113 

12 

9 

16 

2 

8 
512 

74 

32 

5 
3 

88 

29 

2 

10 

1 

1 

37 

6 
1 

6 

2 

1819 

3 

1 

1 


3988 
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Table  XII.— d  1 orm  of  Disease  in  those  admitted. 


WITHIN  THE 

YEAR. 

PROM 

BEGINNING. 

Fokm  of  Disease. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM 

TOTAL. 

Mania,  acute . 

29 

24 

776 

468 

1244 

c<  chronic . 

23 

15 

38 

6 

482 

9Q9 

744 

“  epileptic . 

4 

9 

122 

40 

162 

u  puerperal . . . 

4 

4 

79 

12 

79 

Monomania . 

39 

51 

Melancholy . 

29 

19 

6 

48 

560 

682 

1242 

Dementia . 

12 

18 

248 

155 

403 

Imbecility . 

14 

21 

Idiocy . 

2 

1 

Delirium . 

i 

6 

7 

Not  insane . 

9 

9 

97 

70 

107 

2246 

1742 

3988 

Table  XIII. — Number  of  Admissions. 


WITHIN  THE 

YEAR. 

MALE. 

FEM. 

TOTAL. 

First . 

82 

54 

9 

136 

99 

Second . 

13 

Third . 

1 

4 

5 

Fourth . 

o 

Fifth . 

1 

i 

w 

97 

70 

167 

_ 

FROM 

BEGINNING. 

MALE. 

FEM. 

TOTAL. 

1 957 

1515 

3472 

209 

175 

384 

59 

41 

100 

13 

10 

23 

8 

1 

9 

2246 

1742 

3988 
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Table  XIV. — Duration  of  Insanity  previous  to  admission. 


WITHIN  THE 

YEAR. 

FROM  BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL 

2 

2 

93 

54 

147 

2  weeks . 

4 

2 

6 

104 

89 

193 

3  “  . 

i 

1 

20 

20 

40 

4  “  . 

18 

7 

25 

215 

145 

360 

H  “  . 

2 

o 

4 

25 

24 

49 

2  months . 

6 

7 

13 

189 

183 

372 

3  “  . 

1  1 

14 

25 

248 

218 

466 

4  “  . 

3 

3 

6 

71 

63 

134 

5  “  . 

1 

1 

22 

25 

47 

6  “  . 

6 

7 

13 

201 

126 

327 

7  “  . 

10 

7 

17 

8 

i 

l 

11 

20 

31 

9  “  . 

3 

2 

5 

56 

47 

103 

10  “  . 

1 

6 

7 

12  “  . 

13 

9 

22 

251 

189 

440 

15  ‘  . 

5 

8 

13 

18  “  . 

1 

1 

2 

35 

25 

60 

2  years . 

4 

4 

8 

203 

158 

361 

3  . 

10 

6 

16 

155 

100 

255 

4  “  . 

17 

19 

36 

5  “  . 

7 

1 

8 

147 

78 

225 

6  “  . 

i 

1 

33 

18 

51 

7  “  . 

13 

15 

28 

8  “  . 

2 

2 

9 

11 

20 

9 

2 

5 

10  “  . 

i 

2 

3 

66 

42 

108 

12  “  . 

7 

8 

15 

14  “ 

7 

7 

14 

15  “  . 

i 

1 

8 

13 

21 

16  “  . 

2 

2 

4 

17  “  . 

s' 

2 

5 

20  “  . 

13 

8 

21 

29  a 

9 

2 

24  “  . 

l 

1 

25  “ 

1 

l 

2 

27  “ 

1 

1 

29  “  . 

i 

1 

1 

1 

30  “  . 

1 

1 

35  “  . 

l 

1 

40  “  . 

i 

1 

I 

1 

50  “  . 

1 

1 

97 

70 

167 

2246 

1742 

3988 
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Table  XV. — Recovered  of  those  Attached  at  the  several  ages  from 

the  Beginning. 


Age 

when  Attacked. 

WITHIN  THE 

YEAR 

FROM 

BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

F  E  M . 

TOTAL. 

Under  15 

9 

2 

4 

15  to  20  years . 

4 

4 

43 

46 

89 

20  to  25 

44 

5 

3 

8 

103 

76 

179 

25  to  30 

4  4 

3 

1 

7 

07 

71 

138 

30  to  35 

4* 

3 

2 

5 

59 

59 

118 

35  to  40 

44 

2 

•> 

4 

GO 

40 

100 

40  to  45 

44 

i 

2 

3 

38 

39 

77 

45  to  50 

44 

i 

i 

2 

46 

21 

67 

44 

3 

3 

39 

28 

67 

60  to  70 

44 

1 

1 

9 

4 

13 

70  to  80 

44 

1 

1 

0 

1 

7 

24 

14 

38 

472 

387 

859 

Table  XVI. — Recovered  after  various  durations  of  the  Disease 

before  Treatment. 


Duration  op  the  Disease 
before  Treatment. 

WITHIN  THE 

YEAR. 

FROM 

BEGINNING. 

MALE. 

FEM.  ft 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

Under  1  month . 

2 

3 

5 

103 

68 

171 

1  to  2  months . 

9 

4 

13 

93 

72 

165 

2  to  3  ‘  . 

4 

1 

5 

67 

66 

133 

3  to  6  “  . 

i 

5 

12 

101 

92 

193 

6  to  9  “  . 

37 

34 

71 

9  to  12  “  . 

1 

1 

8 

15 

99 

12  to  18  “  . 

1 

1 

31 

25 

56 

18  to  24  “  . 

3 

3 

2  to  3  years . 

13 

9 

09 

3  to  4  *•  . 

J 

9 

Q 

4  to  5  “  . 

1 

1 

2 

i 

3 

6  to  10  “  . 

t) 

f i 

Over  10  “  . 

i 

1 

24 

14 

38 

472 

387 

859 

38 
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Table  XVII. — Duration  of  Treatment  of  those  Recovered . 


WITHIN  THE 

YEAR. 

FROM  BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

j  FEM. 

TOTAI. 

Under  1  month  . 

13 

1 

14 

From  1  to  2  months . 

5 

l 

6 

50 

14 

64 

“  2  to  8  “  . 

4 

3 

7 

88 

71 

159 

“  3  to  6  “  . 

9 

7 

16 

177 

154 

331 

“  6  to  9  “  . 

3 

3 

6 

70 

78 

148 

“  9  to  12  “  . 

2 

9 

34 

32 

66 

“  12  to  18  “  . 

1 

l 

26 

30 

56 

“  18  to  24  <•  . 

5 

3 

8 

“  2  to  3  years . 

4 

3 

“  3  to  4  “  . 

1 

1 

2 

“  4  to  5  “  . 

2 

2 

( Iyer  5  years . 

9 

2 

_ _ 

24 

_ 

14 

38 

472 

387 

859 

'f  able  X\  III. —  Whole  duration  of  Disease  of  those  Recovered  from 

the  Bey  inning . 


Duration. 

MALE. 

FEMALE. 

TOTAL. 

Under  1  month . 

_ 

2 

7 

9 

From  1  to  2  months . 

23 

li 

34 

2  to  3  “  . 

31 

18 

49 

“  3  to  6  “  . 

140 

104 

244 

“  6  to  9  “  . 

95 

95 

190 

“  9  to  12  “  . 

68 

62 

130 

“  12  to  18  “  . 

51 

46 

97 

••  18  to  24  “  . 

22 

18 

40 

“  2  to  3  years . 

17 

19 

36 

“  3  to  4  “  . 

8 

4 

12 

“  4  to  5  “  . 

2 

3 

5 

Over  5  years . 

13 

13 

472 

387 

859 
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Table  XIX — Form  of  Disease  of  those  Recovered. 


Form  of  Disease. 

WITHIN  THE 

YEAR. 

FROM 

BEGINNING. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

Mania,  acute . 

15 

ft  ft 

313 

180 

493 

chronic . 

l 

l 

9 

1 

10 

4 

4 

41 

41 

9 

9 

Melancholy  . 

8 

3 

11 

141 

165 

300 

24 

14 

38 

472 

387 

859 

Table  XX. —  Causes  of  Disease  of  those  Recovered. 


Cause. 

WHEN 

ADMITTED. 

WHEN 

ATTACKED. 

MALE. 

FEM. 

TOTAL. 

MALE. 

FEM. 

TOTAL. 

Ill  health . 

l 

l 

56 

15 

71 

127 

35 

50 

Disappointment . . . 

l 

l 

6 

6 

Overexertion . 

l 

l 

16 

6 

22 

Epilepsy . 

4 

4 

Fright . 

l 

3 

l  i 

2 

9 

Intemperance . 

3  ! 

36 

36 

1 

1 

9 

Puerperal . 

4 

4 

41 

41 

Opium  eating . 

1 

1 

2 

Loss  of  sleep . 

2 

1 

2 

Anxiety . 

1 

1 

i 

2 

3 

Trouble . 

4 

5 

9 

86 

84 

170 

Disordered  Menstruation . 

i 

1 

28 

28 

Injury  of  the  head . 

1 

1 

Masturbation . 

13 

13 

Excesses . 

8 

8 

Exposure  to  the  sun . 

• 

O 

o 

Public  excitement . 

16 

4 

20 

Sunstroke . 

9 

9 

Lactation . 

1 

1 

Not  assigned . 

13 

3 

16 

203 

105 

308 

24 

14 

38 

472 

387 

859 
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Table  XXI. — Nativity  of  those  Recovered. 


Country. 

WITHIN  THE  YEAR. 

FROM  BEGINNING. 

MALE. 

FEM. 

TOTAL. 

'  MALE. 

FEM. 

TOTAL. 

Pennsylvania . 

21 

9 

30 

389 

301 

690 

Ireland . 

1 

o 

3 

.  50 

47 

97 

Germany  . 

i 

1 

19 

16 

35 

England . 

1 

1 

5 

7 

12 

Scotland . 

5 

5 

Wales . 

i 

1 

] 

4 

Poland . 

1 

1 

1 

1 

Mexico . 

1 

1 

West  Indies . 

1 

1 

( )liio . 

1 

] 

Indiana  . 

i 

1 

1 

1 

North  Carolina . 

3 

3 

New  Jersey . 

1 

1 

New  York . 

2 

2 

4 

Maryland . 

1 

1 

Rhode  Island . 

1 

1 

24 

14 

CO 

OD 

472 

387 

859 

Table  XXII. —  Causes  of  Death. 


Causes. 


Exhaustion  of  acute  mania.... 
“  chronic  mania, 

Disease  of  the  brain . 

“  lungs . 

Diabetes  mellitus . 

Burns . 

Suicide . 

Epilepsy. . 

Consumption . 

Remittent  fever . 

Fracture  of  scull . 

Dysentery . 

Small  pox . 

Dropsy  of  the  pericardium . 

Railroad  injury . . . 

Drowning . 

Rupture  of  the  spleen . 

Disease  of  the  heart . . . 

Bright’s  disease . 

Peritonitis . 


WITHIN  THE  YEAR 


MALE. 

3 
0 

4 


FEM. 


TOTAL 


21 


12 


4 

16 

4 


33 


FROM  BEGINNING. 


MALE. 

FEM. 

TOTAL 

85 

69 

154 

186 

141 

327 

55 

10 

65 

19 

20 

39 

1 

1 

1 

1 

6 

5 

11 

25 

8 

33 

2 

10 

12 

.1 

1 

3 

3 

O 

4m 

2 

3 

2 

5 

2 

2 

2 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

392  . 

271 

663 
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Table  XXIII. — Ages  at  Death. 


Age. 

WITHIN  THE 

YEAR. 

FROM 

BEGINNING. 

MALE. 

FEM. 

TOTAL. 

31  ALE. 

FEM. 

TOTAL. 

Under  15  years . 

9 

i 

o 

15  to  20  years . 

1 

i 

4 

9 

20  to  25  '  “  . 

i 

1 

27 

99 

49 

25  to  30  “  . 

o 

9 

37 

36 

30  to  35  “  . 

4 

4 

8 

45 

33 

78 

35  to  40  “  . 

3 

1 

4 

58 

23 

81 

40  to  45  “  . 

4 

4 

51 

24 

45  to  50  “  . 

9 

1 

Q 

39 

26 

65 

60  to  60  “  . 

1 

1 

61 

114 

60  to  70  “  . 

4 

Q 

i 

44 

29 

73 

70  to  80  “  . 

1 

.  l 

17 

18 

35 

80  to  90  “  . 

1 

1 

7 

1 

8 

21 

12 

33 

392 

271 

663 

Table  XXIV. — Duration  of  the  Disease  of  those  who  Died  from 

the  Beginning . 


Duration. 

FROM  ADMISSION  INTO 
HOSPITAL. 

FROM 

THE  ATTACK. 

MALE. 

FEM. 

TOTAL. 

31  ALE. 

FE3I. 

TOTAL, 

Under  1  month . 

53 

40 

93 

17 

16 

33 

1  to  2  months . . 

42 

24 

66 

10 

10 

20 

2  to  3  “  . 

24 

26 

50 

17 

12 

29 

3  to  6  “  . 

49 

30 

79 

34 

35 

69 

6  to  9  “  . 

34 

20 

54 

21 

15 

36 

9  to  12  “  . ; . 

24 

12 

36 

•  18 

12 

30 

12  to  18  “  . 

31 

18 

49 

36 

21 

57 

18  to  24  “  . 

25 

16 

41 

28 

16 

44 

2  to  3  years . 

23 

24 

47 

31 

24 

55 

3  to  4  “  . 

18 

14 

32 

34 

14 

48 

4  to  5  “  . 

11 

8 

19 

14 

11 

25 

5  to  10  “  . 

32 

24 

56 

64 

34 

98 

10  to  15  “  . 

14 

9 

OQ 

uO 

32 

27 

59 

15  to  20  “  . 

10 

5 

15 

2i 

13 

34 

20  to  25  “  . 

9 

1 

O 

•J 

14 

9 

23 

Over  25  years . 

. 

1 

9 

O 

392 

271 

663 

392 

271 

663 
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Table  XXV. — Remaining  in  the  Hospital  at  the  end  of  Year. 


Age. 

MALES. 

FEMALES. 

TOTAL. 

Under 

15  years 
15  to  20 

2 

i 

3 

From 

( t 

years . 

8 

5 

13 

20  to  25 

20 

6 

2G 

t  i 

25  to  30 

a 

20 

1G 

36 

i  i 

30  to  35 

i  t 

31 

28 

59 

a 

35  to  40 

1 1 

28 

22 

50 

a 

40  to  45 

i  t 

24 

23 

47 

t  i 

45  to  50 

a 

19 

23 

42 

ti 

50  to  GO 

it 

47 

40 

87 

tt 

GO  to  70 

it 

18 

24 

42 

a 

70  to  80 

1 1 

3 

8 

11 

220 

.  196 

416 

Table  XXVI. — Remaining  at  the  end  of  the  year. 


SINCF 

ENTERING  THE 
HOSPITAL. 

SINCE 

THE  ATTACK. 

Duration. 

MALE. 

FEM. 

TOTAL 

MALE. 

FEM. 

TOTAL 

Under  1  month . 

3 

7 

10 

2 

2 

From  1  to  2  months . 

(i 

1 1 

i 

1 

“  2  to  3  <•  . 

10 

17 

“  3  to  6  “  . 

20 

9 

29 

13 

6 

19 

“  G  to  12  . 

99 

17 

39 

11 

14 

26 

“  12  to  18  “  . 

19 

13 

32 

12 

13 

25 

“  18  to  24  “  . 

10 

7 

17 

11 

7 

18 

“  2  to  3  years . 

1 1 

21 

32 

13 

13 

26 

“  3  to  5  ••  . 

38 

21 

59 

i  37 

23 

60 

“  5  to  10  “  . 

40 

48 

88 

60 

47 

107 

“  10  to  15  “  . 

17 

13 

30 

27 

26 

53 

“  15  to  20  “  . 

12 

18 

30 

15 

18 

33 

“  20  to  25  “  . 

12 

10 

22 

1 1 

15 

26 

“  25  to  30  “  . 

6 

8 

14 

Over  30  year* . 

2 

5 

7 

.  _  ... 

220 

/ 

19G 

416 

220 

19G 

416 

Table  XXVII. —  Operations  of  Hospital  from  beginning,  in  each  gear. 
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Our  thanks  are  due  to  the  editors  and  proprietors  of  the  following 
newspapers  for  the  regular  supply  of  their  publications;  many  of  these 
have  been  continued  over  a  long  series  of  years,  and  have  given  much 
pleasant  reading  to  very  many  inmates.  If  all  newspaper  men  could  be 
convinced  of  the  advantage  gained  by  the  patients  by  the  reading  of  a 
well  conducted  journal,  they  would  not  hesitate  to  send  their  papers 
very  regularly. 

Presbyterian  Banner  and  Advocate,  Pittsburgh. 

Saturday  Morning  Post,  Pittsburgh. 

Arthur’s  Home  Magazine,  Philadelphia. 

Church  Advocate.  Lancaster. 

Herald  and  Examiner,  “ 

Intelligencer,  “ 

TJnabhmngiger  Republikaner,  Allentown. 

Der  Lecha  Caunty  Patriot.  “ 

Lutherische  Zeitschrift,  “ 

Sunbury  Cazette. 

Franklin  Repository,  Chambersburg. 

Valley  Spirit,  “ 

Bradford  Reporter. 

Berks  and  Schuylkill  Journal. 

Delaware  County  American. 

Lewistown  Gazette. 

Weekly  Telegraph,  Harrisburg. 

Weekly  Patriot,  “ 

Clearfield  Republican . 

Doylestown  Democrat. 

Lebanon  Advertiser. 

American  Republican,  West  Chester. 

Jeffersonian,  ■■ 

Huntingdon  Globe. 

Perry  County  Freeman. 

Bloomfield  Times. 

P'ioga  Agitator. 

Raftsman’s  Journal. 

Bedford  Inquirer. 

True  Democrat,  Lewistown. 

Lykens  Register. 

Muncy  Luminary. 

Wayne  County  Herald. 

Wayne  Citizen. 

Morning  Star,  Dover,  N.  H. 
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Shippensburg  News. 

Weekly  Spirit  of  the  Times,  Bethlehem. 

Warren  Mail. 

Warren  Ledger. 

Bucks  County  Intelligencer. 

I  nited  Brethren  Tribune. 

Through  the  courtesy  of  the  officers  of  the  Executive  Chamber,  the 
patients  have  enjoyed  the  pleasure  and  opportunity  of  reading  the 
majority  of  the  papers  sent  to  that  department. 

To  Miss  Dix  we  are  under  renewed  obligations  for  that  kind,  friendly 
and  sympathetic  interest  she  has  ever  manifested  in  this  Institution,  and 
for  the  many  evidences  of  her  desire  and  effort  to  add  to  the  comfort 
and  happiness  of  all  who  are  afflicted. 

Dr.  J.  Z.  Gerhard  and  Dr.  Geo.  D.  Stahley,  Assistant  Physicians  have 
continued  to  discharge  the  duties  of  their  respective  positions  through¬ 
out  the  year,  and  have  labored  faithfully  and  assiduously  to  promote  in 
every  way  in  their  power,  the  welfare  and  best  interests  of  the  patients 
and  of  the  Hospital. 

Mr.  B.  F.  Kendig  still  discharges  with  his  accustomed  faithfulness 
the  duties  of  Steward. 

Mrs.  Ellen  Cole,  after  a  term  of  service  in  various  positions,  com¬ 
mencing  with  the  first  organization  of  the  Hospital,  continues  faithfully 
to  watch  over  the  interests  of  the  Hospital  in  the  department  entrusted 
to  her  care. 

I  would  be  doing  injustice  to  them  and  violence  to  my  own  convictions 
of  right,  if  I  failed  to  accord  to  the  Supervisors,  Attendants  and  others 
who  have  been  steadily  engaged  in  their  various  duties,  that  mead  of 
praise  which  is  their  due  for  services  faithfully  rendered  generally  under 
circumstances  of  great  labor  and  difficulty. 

In  closing  a  report  extending  over  so  many  years  of  active  service, 
years  of  earnest  endeavor  to  benefit  in  every  way  those  for  whom  this 
Hospital  was  erected,  and  during  which  my  hands  have  been  strengthened, 
and  my  heart  cheered  by  the  many  kind  words,  and  earnest  support  which 
I  have  at  all  times  received  from  your  Board,  I  cannot  allow  the  oc¬ 
casion  to  pass  without  a  heartfelt  acknowledgment  of  all  that  good  will, 
kindness,  encouragement  in  trouble  and  difficulty,  and  sympathy  when 
it  was  frequently  so  much  needed  to  bear  me  up,  and  lead  me  on  in  the 
duties  devolved  upon  me.  Conscious  of  many  shortcomings  in  duty, 
and  failure  to  obtain  the  high  elevation  aimed  at,  confident  of  good 
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intentions,  and  an  earnest  effort  to  carry  out  those  intentions,  thankful 
and  grateful  to  an  all-wise  Providence  for  the  health  and  strength  which 
have  been  vouchsafed  through  all  that  time,  whatever  duties  may 
be  undertaken  in  the  future,  will  be  performed  in  firm  but  humble  re¬ 
liance  on  Him,  who,  having  assigned  the  duties  will  give  wisdom  and 
strength  for  their  proper  discharge. 


October  12,  1S76. 


.JOHN  CU11WEN. 
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%mm\  Statement  of  Receipts  anb  ^apents. 


-*■ 


RECEX  3?TS. 

Balance  in  the  Treasury,  September  30,  1875 .  8  153  87 

Balance  of  the  appropriation  of  1875 .  26,250  00 

One-fourth  “  1876 .  8,750  00 

Revenues  of  Hospital  from  the  following  sources,  viz : 

For  board  and  medical  attendance  of  patients .  60,809  68 

“  Clothing  furnished  patients .  5,995  69 

“  Damage  done  by  “  . .  152  30 

“  Articles  sold .  1,573  08 


Total  receipts .  8112,684  62 


PAYMENTS. 


Salaries  of  officers .  86,300  00 

Incidentals  of  Steward . 235  86 

Orders  of  Steward,  issued  and  paid  as  fol¬ 
lows,  viz:  For  household .  45,512  65 

For  Furniture .  6,956  78 

“  Medicine .  1,556  67 

“  Clothing  furnished  patients .  6,122  22 

“  Farm,  Garden,  Dairy  and  Stable .  5,644  97 

“  Improvements  and  repairs .  14,286  62 

1-  Advanced  patients  going  home .  106  49 

“  Boarding  refunded .  435  53 

“  Wages  of  employees .  21,062  59 

“  Miscellaneous .  4,446  28 

-  112,666  63 

Balance  in  the  treasury,  October  1,  1876..  817  99 


Respectfully  submitted, 

JOHN  A.  WEIR, 

Treasurer. 


Harrisburg,  October  12,  1S76. 
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^mnrnV*  gUnuaJ  Statement 

Of  Expenditures  embraced  in  Orders  drawn  on  the  Treasurer. 

From  October  1.  187-5,  to  September  30,  1876. 


HOUSEHOLD. 


Apples,  1 28  bbls.  . 

$457 

75 

Butter,  15,084  lbs., 

4,524 

43 

Beef  (fresh,)  88,203  His. 

8,250 

48 

“  (Corned,)  12,616  tbs,. 

1 .078 

68 

“  (dry,)  3,060  lbs., 

636 

88 

tongues,  128  lbs. 

52 

00 

“  extract  of 

162 

00 

Beans.  Rice  and  Barley, 

547 

16 

Babbit’s  Potash, 

274 

00 

Bahing  Powder,  Spices 

and  Extracts, 

325 

60 

Buckwheat  &  Corn  Meal, 

167 

55 

Crackers  and  Biscuit, 

165 

61 

Corn  Starch  and  Farina, 

53 

20 

Cheese,  1,647  lbs., 

233 

64 

Coal  Oil,  172  gals., 

09 

60 

Coal,  2,486  tons, 

8,180 

67 

Chocolate,  100  lbs., 

41 

75 

Coke  and  Lime  for  Gas, 

23 

90 

Candles,  200  lbs.,  . 

46 

40 

Eggs,  2,064  doz., 

361 

85 

Flour,  703J  bbls.,  . 

4,763 

87 

Fruits  and  Vegetables.  . 

354 

69 

Fruit  (dry,)  . 

645 

93 

Fish,  (fresh,)  13,511  lbs. 

2,182 

15 

Fish,  (salt,)  47  bbls. 

761 

00 

Freight  on  Groceries, 

34 

22 

Ground  Coffee,  7,798  lbs. 

2,074 

57 

Gas  Coal,  151J  tons, 

787 

30 

Gas,  276,900  ft.,  . 

692 

25 

Ham,  5,284  lbs.. 

905 

74 

Lard,  1,665  ibs., 

258 

12 

Mutton,  1824  ibs.,  . 

22 

86 

Oysters  155f  gals., 

•  128 

30 

Onions,  324  bus.,  . 

38 

50 

Poultry,  . 

44 

53 

Pork,  (fresh,)  594  lbs..  . 

59 

40 

Peaches,  89  crates, 

105 

75 

Potatoes,  348  bus., 

X 

49 

Carried  forward, 

$39,395 

85 

Amount  forward, 

$39,393  85 

Sausage  and  Pudding, 

986  lbs . 

122 

03 

Sugar,  15,195  lbs., 

1,569 

64 

Starch  and  Indigo, 

106 

80 

Sal  Soda,  6,334  lbs., 

247 

45 

Salt,  36  sacks,' 

68 

15 

Soap,  11,620  Ibs.,  . 

697 

20 

Syrups,  1,140  gals., 

701 

28 

Slaughtering  Hogs,  (37) 

111 

00 

Sweet  Potatoes. 

16 

25 

Tea,  2,742  lbs., 

1,707 

31 

Veal,  3,437  lbs.,  . 

343 

71 

Vinegar,  404  gals.. 

128 

01 

$45,512  65 


FURNITURE. 

Baskets  &  Cedar-ware, 

$119  92 

Brooms  and  Brushes, 

509  60 

Bedding, 

3,295  45 

Blinds  and  Repair, 

58  75 

Billiard  Tables  and  Balls, 

62  68 

Cartoons,  (25) 

125  00 

Cutlery  and  Spoons, 

266  26 

Clocks  and  Repair, 

43  25 

Carpets  and  Oil  Cloths,  . 

504  71 

Furniture  and  Material 

for  Furniture, 

331  98 

Games  for  Patients, 

39  00 

Mirrors 

109  60 

Queensware,  . 

624  38 

Repairs  of  Furniture,  . 

154  25 

Table  Diaper, 

64  64 

Toilet  Fixtures, 

142  32 

Trays)  .... 

16  85 

Tin  and  Sheetlron-  Ware, 

488  14 

$6,956  78 

MEDICINES,  • 

$1,556  67 
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CLOTHING. 


Boots  and  Shoes,  . 

$1,575  85 

Hats  and  Caps, 

167  80 

Material  for  Clothing, 

2,485  17 

Ready  Made  “ 

1,893  40 

$6,122  22 

FARM,  GARDEN, 

DAIRY 

AND  STABLE. 

Blacksmithing  &  Shoeing 

$246  25 

Chop  feed,  78,760  lbs.,  . 

1,054  15 

Corn,  786 J  bus., 

398  61 

Corn  fodder,  . 

35  00 

Hay.  83,060  lbs.,  . 

867  35 

Implements  and  Repair. 

343  84 

Lime,  3,236  bus.,  . 

436  86 

Oil  Cake  and  Medicines, 

62  96 

Oats,  647  bus., 

291  32 

Paris  Green,  . 

11  25 

Pasture, 

75  00 

Portable  Steaming  Chest. 

(2)  30  00 

Repair  of  Carriage  and 

Light  Wagon 

366  60 

Stock  bought, 

653  J  6 

Seeds,  . 

107  62 

Straw,  49,314  lbs., 

354  24 

Treating  and  Keep  of 

Lame  Horse, 

45  71 

AVagons,  new  for  Farm,  (2)  265  00 

$5,644  97 

IMPROVEMENTS  AND 

REPAIRS. 

Bolts,  Nuts  and  AVashers, 

S9  94 

Brick,  (52,275) 

159  84 

Bath  Tub, 

33  35 

Blacksmithing, 

205  13 

Belting  and  Leather. 

51  90 

Castings  and  Machinery, 

997  20 

Cement,  Lime,  Hair  and 

Plaster, 

1,109  37 

Cotton  AA’aste, 

34  28 

Freight  on  Material, 

145  07 

Fire  Brick  and  Clay, 

52  00 

Flue  and  Sewer  Pipe, 

857  41 

Gum  Hose  and  Packing, 

91  21 

Glass  and  Putty, 

90  59 

Hay  Elevator, 

24  25 

Locks,  Keys  and  Hinges. 

210  22 

Lanterns, 

35  60 

Lead  and  Solder,  . 

30  25 

Carried  forward, 

$4,437  67 

Amount  forward, 

$4,437  67 

Lumber, 

1,310  55 

Machine  Oil  and  Tallow, 

611  05 

Nails,  Screws  and  Tacks, 

188  50 

Pipes,  Fittings  and  Gas 

Fixtures, 

169  47 

Paints,  .  .  .  . 

107  21 

Registers  and  Ventilation 

Pipe,  . 

426  83 

Rope  and  Cord, 

97  81 

Retorts  for  Gas  AVorks,  . 

245  64 

Repair  to  Roof  and  Spout- 

ing,  • 

338  85 

Repair  to  Boilers,  . 

131  85 

Railroad  Rails, 

77  50 

Repairing  Hog  Stable  and 

Fences, 

186  38 

Scales,  (platform,) 

33  00 

Sand,  2,430  bus.,  . 

170  10 

Steam  Guages,  (2)  . 

40  00 

Stone,  145  perch,  . 

275  70 

Small  Tools,  . 

171  90 

Steel  and  Iron, 

85  41 

Shovels  and  Picks, 

86  05 

Slate  Flagging, 

135  07 

Telegraph  AA’ire. 

305  00 

AArheelbarrows,  (10) 

58  00 

AA’all  Paper  and  Hanging, 

29  90 

AA’ire  and  Iron  Guards 

and  AAire  Cloth,  . 

291  04 

AA’ages  to  Machinists, 

166  81 

“  Plasterers. 

1,414  85 

“  Painters,  . 

448  05 

“  Bricklayers, 

G38  30 

“  Stone  Masons,  . 

948  15 

“  Laborers, 

60  00 

$14,286  62 

WAGES. 

Attendants,  . 

$9,710  82 

Baker  and  Assistant, 

852  00 

Carpenters, 

880  00 

Cooks  and  Assistants, 

1,867  90 

Coachmen, 

524  00 

Dairyman, 

360  00 

Engineers  and  Firemen, 

2,112  67 

Farmer, 

420  00 

Gardner  and  Assistants,  . 

871  23 

Jobber . 

240  00 

Laundryman  and  Maids, 

1,605  97 

Machinists, 

802  00 

Matron’s  Assistant, 

216  00 

Teamster, 

240  00 

Watchman, 

360  00 

$21,062  59 
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MISCELLANEOUS. 


Coffins  and  Attendance,  . 

$772 

24 

Croquet  Sets, 

20 

75 

Carriage  &  Horse  Hire, 

272 

50 

Entertainment  for  Patients 

20 

00 

Flag,  .... 

15 

00 

Freight,  .... 

60 

43 

Insurance, 

300 

00 

Postage  and  Box  Rent,  . 

310 

93 

Printing  Annual  Report 

and  Advertising, 

713 

50 

Photographs, 

20 

00 

Restraints  for  Insane, 

57 

00 

Slides  for  Magic  Lantern 

105 

45 

Stationery  &  Periodicals, 

683 

58 

Spectacles  and  Cases, 

34 

25 

Tobacco,  696  lbs.,  . 

557 

55 

Traveling  Expenses. 

114 

76 

Tuning  Pianos  and  Melo- 

deons, 

10 

00 

Telegrams  and  Battery 

Expenses,  . 

32 

63 

Plants  and  Bouquets, 

15 

50 

Money  advanced  to  Patients 
going  home, 


$106  49 


Refunded, 


$435  53 


RECAPITULATION. 

Household  .  .  $45,512  65 

Furniture,  .  .  .  6,956  78 

Medicines,  .  .  .  1,556  67 

Clothing,  .  .  .  6,122  22 

Farm,  Garden,  Dairy  and 
Stable,  .  .  .  5,644  97 

Improvements  &  Repairs,  14,286  62 
Wages,  ....  21,062  59 

Miscellaneous,  .  .  4,116  07 

Money  Advanced  to  Patients 

going  home,  .  .  106  49 

Refunded,  .  .  .  435  53 


$105,800  59 


$4,116  07 


All  of  which  is  respectfully  submitted, 


B.  F.  KENDIG, 

Steward. 


Hakrisbdro,  September  30,  1876. 
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^dmteion  of  fatienK 


“That  insane  persons  may  be  placed  in  a  Hospital  for  the  insane  by 
their  legal  guardians,  or  by  their  relatives  or  friends,  in  case  they  have 
no  guardians,  but  never  without  the  certificate  of  two  or  more  reputable 
physicians,  after  a  personal  examination,  made  within  one  week  of  the 
date  thereof,  and  this  certificate  to  be  duly  acknowledged  and  sworn  to 
or  affirmed  before  some  magistrate  or  judicial  officer, who  shall  certify  to 
thegenuinenessof  the  signatures,  and  to  the  responsibility  of  the  signers.” 
— Law  of  April,  I860. 

1.  As  the  wards  of  the  Hospital  are  crowded,  none  but  recent  cases, 
which  have  originated  within  one  year,  can  be  admitted. 

2.  Preparatory  to  the  admission  of  a  patient,  (unless  when  committed 
by  order  of  a  court,)  the  Superintendent  shall  be  furnished  with  the 
certificate  required  by  the  law,  given  above,  with  a  request  from  a  uear 
relative  or  friend  that  the  patient  maybe  received  into  the  Hospital,  and 
a  bond,  with  satisfactory  security  for  the  payment  of  board  and  other 
expenses  while  in  the  Institution.  All  private  patients  thus  received, 
shall  make  a  payment  of  thirteen  week's  board  in  advance,  when  brought 
to  the  Hospital;  and  if  taken  away  uncured,  and  against  the  advice  and 
consent  of  the  Superintendent,  within  that  period  no  part  of  said  pay¬ 
ment  shall  be  refunded. 

3.  Whenever  a  patient  is  sent  to  the  Hospital  by  the  order  of  any 
court,  justice,  judge,  directors  of  the  poor  of  a  county,  or  the  overseers 
of  the  poor  of  a  township  or  poor  district,  the  order  or  warrant,  or  a 
copy  thereof,  by  which  such  person  is  sent,  shall  be  lodged  with  the 
Superintendent. 

Those  who  may  bring  a  pitieut  with  any  such  order  or  warrant,  will 
be  required  to  pay,  at  the  time  of  the  admission  of  the  patient,  seventy- 
eight  dollars. 

4.  Each  patient  before  admission,  shall  be  made  perfectly  clean,  and' 
be  free  from  vermin,  or  any  contagious  or  infectious  disease. 

5.  Each  male  patient  shall  be  provided  with  at  least  three  new  shirts, 
a  new  and  substantial  coat,  vest  and  pantaloons  of  strong  woolen  cloth, 
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three  pairs  of  woolen  socks,  a  black  stock  or  cravat,  a  good  hat  or  cap, 
a  pair  of  new  shoes  or  boots,  together  with  a  comfortable  outside  garment. 

G.  Each  female  patient,  in  addition  to  the  same  quantity  of  under 
garments,  shoes  and  stockings,  shall  have  a  flannel  petticoat,  two  good 
dresses,  also,  a  cloak,  or  other  outside  garment.  In  case  the  patient  is 
so  excited  as  not  to  admit  of  being  thus  clothed,  other  clothing  that  can 
be  kept  on,  that  is  comfortable  and  in  sufficient  quantity,  with  a  change 
thereof,  may  be  substituted. 

7.  It  is  very  desirable  that  extra  and  better  apparel  should  be  sent 
with  those  accustomed  to  it,  that  when  their  health  is  improved,  and 
when  they  attend  religious  worship,  walk  or  ride  out,  their  selfrespect 
may  be  preserved.  In  all  cases,  the  patient’s  best  clothing  should  be 
sent ;  it  will  be  carefully  preserved  and  only  used  when  deemed  necessary 
for  the  purpose  above  mentioned.  Jewelry,  and  all  superfluous  articles 
of  dress,  knives,  &c.,  should  be  left  at  home,  as  they  are  liable  to  be  lost. 

8.  A  written  history  of  the  case  should  be  sent  with  the  patient,  and, 
if  possible,  some  one  acquainted  with  the  individual  should  accompany 
him  to  the  Hospital,  from  whom  minute,  but  often  essential  particulars 
may  be  learned. 

9.  The  price  of  board,  including  washing,  mending  and  attendance, 
for  all  who  are  supported  by  the  authorities  of  the  townships  and  coun¬ 
ties,  will  be  three  dollars  a  week.  For  private  patients,  or  those  sup¬ 
ported  by  themselves  or  friends,  the  price  will  vary  from  three  dollars 
and  fifty  cents  to  ten  dollars  a  week,  according  to  the  trouble  and  ex¬ 
pense  incurred,  and  according  to  their  ability  to  pay.  When  patients 
are  sent  by  the  county  or  township  authorities,  payment  is  required  at 
the  time  of  their  admission  for  twenty-six  weeks  in  advance,  and  quar¬ 
terly  afterwards.  When  the  patient  is  supported  by  the  friends,  pay¬ 
ments  are  required  quarterly  in  advance. 

10.  A  bond  with  satisfactory  surities  will  be  required  for  the  pay¬ 
ment  of  board  and  expenses,  and  for  the  removal  of  the  patient,  when 
discharged,  by  all  persons. 

Those  who  bring  friends  should  be  prepared  to  give  such  a  bond  ;  and, 
if  straugers  bring  evidence  of  responsibility. 
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f  mu  of  application. 


The  friends  of  patients  making  application  for  admission  into  the 
Pennsylvania  State  Lunatic  Hospital,  at  Harrisburg,  are  requested,  with 
the  assistance  of  the  family  physician,  to  annex  full  and  complete 
answers  to  the  following  c/uestions: 

O  j. 

1.  What  is  the  patient's  name  ? 

What  is  the  age? 

Is . single  or  married? 

2.  Where  was . born? 

Where  is  present  residence? 

3.  What  is . occupation? 

If  a  female,  that  of  the  husband  or  father? 

4.  When  did  the  first  symptoms  of  insanity  occur,  and  in  what 

manner? 

5.  Is  this  the  first  attack?  If  others,  when  and  what  was  their 

duration  ? 

6.  Has  the  patient  any  permanent  hallucination  ?  And  what  is  its 

nature  ? 

I.  Has  the  patient  any  disposition  to  injure  others?  If  so,  it  is  from 
premeditation  or  sudden  passion? 

8.  Does  the  propensity  to  suicide  exist?  Has  the  patient  ever  made 

an  attempt?  If  so,  in  what  manner? 

9.  Has  the  patient  a  disposition  to  destroy  clothing,  furniture,  &c  ? 

Is  the  patient  cleanly  in . habits? 

10.  What  was  the  patient’s  natural  disposition?  Was  there  any  pecu¬ 

liarity  or  eccentricity  ? 

11.  Have  any  members  of  the  family  ever  been  insane?  On  the 

father’s  or  mother’s  side?  Were  the  parents  blood  relations? 

12.  Has  the  patient  ever  been  addicted  to  the  intemperate  use  of  in¬ 

toxicating  drinks,  opium  or  tobacco  ?  Does  the  patient  indulge 
in  any  improper  habits? 
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13.  Has  the  patient  ever  had  an  injury  of  the  head,  epilepsy,  or  any 

hereditary  disease,  sudden  suppression  of  any  eruption  or 
accustomed  discharge  ? 

14.  What  is  the  cause  of  this  attack  ? 

15.  Has  any  restraint  or  confinement  been  resorted  to?  If  so,  what 

kind,  and  for  how  long? 

1G.  Has  the  patient  received  any  medical  treatment?  Has . been 

bled,  cupped  or  blistered? 

17.  State  any  other  particulars  of  the  patient’s  history,  which  may 
have  a  beaiing  on  the  present  attack. 
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JSmub  ami  £ ovm.i 


FORM  OF  BONDS  FOR  COUNTIES  AND  TOWNSHIPS 


State  Lunatic  Hospital,  at  Harrisburg. 


Whereas . a  resident  of 

. of  the  county  of. . 

has  been  admitted  a  patient  in  the  State  Lunatic  Hospital  at  Harrisburg, 

we . 

the  Directors  of  the  Poor  of  the  County  of. . 

in  behalf  of  inhabitants  of  the  said  county,  do  hereby  promise . . 

. Treasurer  of  said  Hospital,  to  pay  him 

/,■  his  successors  in  office,  the  sum  of. . 

. dollars  and . cents  per  week,  for  the  board 

of  said .  . . so  long  as  he  shall  continue  a 

patient  in  said  Hospital,  with  such  extra  charges  as  may  be  occasioned 

by . requiring  more  than  ordinary  care  and  attention,  to 

provide  for . suitable  clothing,  and  to  pay  for  all  such  necessary 

articles  of  clothing  as  shall  be  procured  for . by  the  Steward 

of  the  said  Hospital,  and  to  remove . from  said  Hospital, 

whenever  the  room  occupied  by . shall  be  required  for  a  class  of 

patients  having  preference  by  law  to  be  received  into  said  Hospital,  and 

if . shall  be  removed  at  the  request  of. . before 

the  expiration  of  six  calendar  months  after  admission,  to  pay  board  for 
twenty-six  weeks,  unless  he  shall  be  sooner  cured.  Also,  to  pay,  not 
exceeding  fifty  dollars,  for  all  damages  he  may  do  to  the  furniture  and 
other  property  of  said  Hospital,  and  for  reasonable  charges  in  case  of 
elopement,  and  funeral  charges  in  case  of  death. 

Payment  to  be  made  quarterly  in  advance,  and  at  the  time  of  removal 
with  interest  on  each  bill  from  and  after  it  becomes  due. 

Witness  our  hands  this . day  of. . A.  D.  187 . 

J  Directors  of  the  Poor  of  the 
(  County  of. . 
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FORM  OF  BOND  FOR  PRIVATE  PATIENTS. 


fmw  of  i’iwsician  s  tfmifkntc. 

<V 


We, . . . of . 

in  the  county  of . do  certify  that  we  have  this 

day  seen  and  personally  examined . 

of. . in  the  county  of. . .' . 

and  believe . to  be  insane,  and  a  proper  patient  to  be  sent  to  the 


Pennsylvania  State  Lunatic  Hospital 

. M.  D. 

. M.  D. 

I .  . of . in  the 

county  of. . do  certify  that  the  above  certificate 

has  been  sworn  to,  or  affirmed  before  me,  and  that  the  signatures  are 
genuine  and  the  signers  respectable  physicians  of . 


[L.  S.] 


ifequest  for  Admission. 


I . of. . 

hereby  request  that . of. . the 

patient  above  named,  may  be  admitted  as  a  patient  into  the  Pennsyl¬ 
vania  State  Lunatic  Hospital. 


18 


STATE  LUNATIC  HOSPITAL. 
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Know-all  men  by  these  presents,  That  we .  . 

. . of . in  the 

county  of. . are  held  and  firmly  bound  unto 

. Treasurer  of  the  Pennsylvania  State 

Lunatic  Hospital,  and  his  successors  in  office,  in  the  sum  of  five  hun¬ 
dred  dollars,  for  the  payment  of  which  we  jointly  and  severally  bind 
ourselves  by  these  presents. 

Whereas . of . . of 

the  county . ,  and  who  is  insane,  has  been  admit¬ 

ted  a  patient  in  the  Pennsylvania  State  Lunatic  Hospital,  at  Harrisburg: 
Now,  therefore,  the  condition  of  this  obligation  is,  that  if  the  said  obli¬ 
gors  shall  pay  to  the  said  Treasurer  or  his  successors  in  office,  the  sum 

of. . dollars  and . cents  per  week,  for  the  board  of  said 

patient,  so  long  as . shall  continue  in  said  Hospital,  with  such  extra 

charges  as  may  be  occasioned  by . requiring  more  than  ordinary  care 

and  attention,  and  shall  provide  for . suitable  clothing,  and  shall  pay 

for  all  such  necessary  articles  of  clothing  as  shall  be  procured  for . 

by  the  Steward  of  said  Hospital,  and  shall  remove . from  said  Hos¬ 
pital  whenever  required  to  do  so  by  the  Superintendent ;  and  if . 

shall  be  removed  by  the  request  of  either  of  us  or  by  any  one,  before 
the  expiration  of  three  calendar  months  after  the  reception,  then  if  said 

obligors  pay  board  for  thirteen  weeks,  unless . should  be  sooner 

cured,  and  if  they  also  pay,  not  exceeding  fifty  dollars,  for  all  damages 

. may  do  to  the  furniture  or  other  property  of  the  Hospital,  and  for 

reasonable  charges  in  case  of  death;  such  payment  for  clothing  and 
board  to  be  made  in  advance  quarterly,  and  at  the  time  of  removal  with 
interest  on  each  bill  from  and  after  the  time  it  becomes  due,  then  this 
obligation  to  become  void,  otherwise  to  remain  in  force. 

Sealed  with  our  seals,  and  dated  the . day  of. . 

. 18 . 

. I>  s.] 

. [>  S.] 

Signed  and  sealed  in  the  presence  of 


